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SELECTING THE CORRECT SHURE MIC 


STEP I/PICK-UP PATTERNS 


UNIDIRECTIONAL 



(microphone) 


WHAT IT J$ 

These microphones pick up sound mainly 
from the front, while suppressing sound 
and noise coming from the back. The 
most generally useful unidirectional pick¬ 
up pattern is the CARDlOfD (meaning 
"heart-shaped"). This pattern will sup¬ 
press rear sounds at least 70% while 
picking up front sound over a broad area. 
Sounds 120* to 180° off-axis are almost 
entirely suppressed. 

in addition to the Cardioids (the Unidyne 
iV r Unidyne 111, Unidyne ll T Unidyne A, 
Unidyne B and the Unisphere Series of 
unidirectional microphones) other Shure 
unidirectional microphones are de¬ 
scribed as Super-Cardioid (Model 330). 


WHERE TO USE IT 

The most commonly applied solution to 
feedback problems. Greatly simplifies 
planning of sound Installations, With the 
rear of the microphone rejecting sound, 
the microphone can be placed so that 
sound projecting from the loudspeaker 
cannot re-enter the microphone to gen- 
erate feedback, Pe rformers can work 
much further away from unidirectional 
microphones than with omnidirectional 
microphones* 

Effectively suppresses audience noises, 
coughing, shuffling feet, etc. Ideal for 
fixed installation before an individual 
performer or a small group. Pickup of 
large groups can be effected with multi¬ 
ple microphone installation. 


OMNIDIRECTIONAL 

/7\ 

These microphones pick up sound more- 
or-less evenly from all directions. In 
effect, they are noncfirectionaL They can 
be hand-held, stand-mounted, or worn 

Good for general applications where feed^ 
back or audience noise is no great prob¬ 
lem. Extremely versatile. Practically all 
ultra-slim “probe" type microphones are 

VLT 

(microphone) 

around the neck. This type includes the 
greatest number of microphones, to¬ 
gether with the widest price range and 
response characteristics* 

omnidirectional units—they are ideal for 
"walk-a round” and interview situations. 



BIDIRECTIONAL 


(microphone) 


Pick up sound from front and back while 
suppressing sound from sides, top and 
bottom. 


Ideally suited for use when two perform¬ 
ers, or groups, are on opposite sides of 
microphone. Allows the same freedom of 
movement as unidirectional micro¬ 
phones, while solving difficult feedback 
problems such as rooms with "hard” 
ceilings or where loudspeakers are 
mounted over or to the side of the micro¬ 
phone* 


STEP II/FREQUENCY RESPONSE 


The fidelity of reproduction afforded by the 
microphone depends on three factors of the 
frequency response: 

1. Response Range, In general, the more 
extended the frequency response of the 
microphone is, the more faithful the re¬ 
production will be. 

2, Smoothness* A high fidelity microphone 
is made so that no conspicuous abrupt 

peaks or valleys of output occur at any 
frequency. This results in an essentially 
smooth frequency response curve, 

3. Flatness. A flat frequency response curve 
is one showing output remaining at ap¬ 
proximately the same level throughout 
the frequency range. This means that 
the microphone responds equally well at 
any frequency, an essential of high 
fidelity reproduction. 

While the microphone with the widest range, 
smoothest and flattest frequency response 
curve will give the highest fidelity, it is not 
necessarily the best microphone for every 
application, [For example, a shaped 
(peaked) response is often devised to 
achieve added "presence" for microphones 
used in paging and communications sys¬ 
tems,] Frequency response required for 
various applications is summarized below: 


RESPONSE REQUIREMENTS 


Use 

Response Range Response Character 

Possible Microphones 

Recording, broadcasting, highest quality 
public address for music and voice. 

50-15,000 Hz Flat 

Smooth 

Ribbon 

Dynamic 

High quality public address for voice and 
music* 

70-10,000 Hz Flat or slightly rising 

No prominent peaks 

Ribbon 

Dynamic 

Some Ceramics 

Indoor paging systems and public-address 
systems for voice use* 

200- 5,000 Hz Slightly rising 

No prominent peaks 

above plus 

Some Controlled 

Magnetics 

Outdoor paging systems or systems in 
noisy locations. For voice use when 
maximum intelligibility required. 

300’ 3,500 Hz Rising 

A peak in the 2000 to 
3500 Hz region is often 
desirable 

Controlled Magnetic 

Dynamic 

Some Ceramics 













ROPHONE FOR THE APPLICATION 


STEP III/KINDS OF MICROPHONES 

WHAT ST iS WHERE TO USE IT 


SHURE SERIES NO. 200 CERAMIC 

Similar to crystal microphone in de- \ 
sign but uses man-made ceramic e\e- 1 
ment. Economical, superior to crystal i 
for outdoor use. Unaffected by severe 
temperature and humidity changes. 1 
High impedance. 


Wherever price is an important fac¬ 
tor. Shure makes omnidirectional and 
unidirectional ceramic microphones 
— all are economical, rugged, attrac¬ 
tively styled. 


SHORE SERIES NO, 300 RIBBON 

Virtually uniform frequency response. 
Definitely among the very .best avail¬ 
able. Extremely rugged for normal use 
indoors. Adjustable impedance. 

The characteristically wide-range re¬ 
sponse of the ribbon element has 
made it a widely used type of micro¬ 
phone for broadcasting and profes¬ 
sional recording. Shure engineers have 
designed remarkable ruggedness into 
Shure ribbon microphones, making 


them an excellent, dependable choice 
for anv indoor application where high 
est quality reponse is required. (Shure 
ribbon microphones actually have 
been used to pound nails, and sub¬ 
jected to severe drop tests-without 
affecting the performance character¬ 
istics.) 

Wherever quality of response is the 
first consideration in broadcasting, 
professional recording, or public ad¬ 
dress (unidirectiona ; and bidirec¬ 
tional), Excel lent for music- Not rec¬ 
ommended for outdoor use. 


SHURE SERIES NO. 400 CONTROLLED MAGNETIC 


Balanced armature . . . rugged, sta¬ 
ble, high output. Originally developed 
tor the military to combine the ad¬ 
vantages of the carbon and dynamic 
microphone , . , with none of the dis¬ 
advantages — such as the need for 
external power supply in a carbon. 
Has the ability to directly supply any 
impedance, without transformer. 
Modestly priced, extremely depend¬ 
able performance. 


Indoors, outdoors'—wherever rugged 
performance must be coupled with 
modest price and suitable response. 
Ideal for paging, language labs, port¬ 
able P,A, systems. Omnidirectional 
only. 


SHURE SERIES NO. 500 DYNAMIC 


Moving-coil microphone, available in 
a wide range of prices and types. The 
better dynamic units are among the 
very best microphones for frequency 
response. Smooth response (up to 
20,000 Hz). 


The dependable unit where except 
tional performance, ruggedness and 
reliability are required, such as broad¬ 
casting and better quality public 
address.. Superior in frequency re¬ 
sponse to ceramic, crystal, carbon, 
and Controlled Magnetic units. Uni¬ 
directional, omnidirectional. 


STEP IV/PRICE 

While Shure microphones are available in a wide price range, it is welt to 
keep in mind that they are the lowest cost single item in the average system 
-- and that their function is critical! In truth, your system can be no better 
than the microphone that originally converts the sound waves into electrical 
impulses. In general, unidirectional cardioid microphones are the most ex¬ 
pensive (as a category); however, some fine quality omnidirectional and 
bidirectional microphones can cost as much as unldirectionals. Where 
economy is the major factor, we suggest that you look to ceramic or "Con¬ 
trolled Magnetic" units. Where quality Is first and foremost, we recommend 
ribbons or dynamics. 


Selecting the Correct Shure Microphone 


For the Application ..... .2-3 

Unidyne Unidirectional Dynamic 
Microphones... .4, 5, 6 

Unisphere Unidirectional Dynamic 
Microphones. 7-8 

Ribbon Microphones .... .9 

Omnidirectional Microphones . 10,11,12 

Dynamic Paging Microphones. 13 

Mobile Communication Microphones 14-15 

Noise-Cancelling Microphones .... 15 

Base Station Microphones . 16 

"Ham” and CB Microphones . .. 16 

Microphone? Modifiers and 
Replacement Cartridges . 17 

Microphone Accessories. ,. 18-19 

Microphone Cases. 19 

Microphone Mixers . .>20, 21,22 

Broadcast Production Master 22 

Feedback Controller .23 

Stereo Preamplifiers,.23 

Audio Level Controller .. ...... .23 

Audio Master Control Centers (flap).23 

Mixer and Component Accessories (flap) . 23 

Gold Microphones. .24 

Microphones with Attached Plugs,.24 


NOTE 

Impedances shown under Specifications 
—-Impedance and Output Levels are 
recommended input impedance ratings. 
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MODELS 548 * 548S - 548SD * 548SD-CN - 549 

The premier member of the world-famed Unidyne family of micro¬ 
phones. An ultra-high-quality, super-rugged, dual impedance 
microphone with an effective cardioid pickup pattern. Smooth, 
wide-range response for voice and music. Has at I the superb feed¬ 
back and -‘boom" suppressing characteristics of the Unidyne III 
(opposite page), combined with exceptionally rugged construc¬ 
tion, Easily serviced in the field. Specially cushioned reinforced 
cartridge. 

Model 548 Lfnidyne IV; For stand or hand use. Solderless imped¬ 
ance change feature. Supplied with 15-foot detachable heavy 
duty two-conductor shielded cable, with FEMALE professional 
three-pin audio connector* on microphone end. Model A25B 
Swivel Adapter included. 

Model 548S Lnidync IV: For stand use. Mounted on a lifetime 
swivel that also contains an On-Off switch. Solderless impedance 
change feature. Supplied with 15-foot detachable heavy duty two- 
conductor shielded cable, with FEMALE professiona : three-pin 
audio connector* on microphone end. 


Model 548S1) Unidyne IV; For stand or hand use, Features mag¬ 
netic reed-type On-Off switch built into the case, with built-in 
locking plate to permanently iock microphone in On_position. 
Solderless impedance change feature. Supplied with lb-foot de¬ 
tachable heavy duty two-conductor shiefded cable, with FEMALE 


professional three pin audio connector* on microphone end. 
Model A25B Swivel Adapter included. 

Model 548SD-CN Unidyne IV: Same as Model 548SD (above), 
but supplied with 20-foot professional heavy duty two-conductor 
shielded cable, with professional three-pin audio connectors* on 
both ends of cable. Model A25B Swivel Adapter included. 


Model 549 Unidyne IV: Professional stage version of the Unidyne 
IV Series. Special vibration isolation shock mount to insulate 
against vibration and mechanical shocks. Ideal for performers 
who carry their own microphone to clubs and auditoriums. Com¬ 
bination impedance selection On-Off switch. Cable not included. 

~ Designed to mate with Cannon XL series, Swlfchcraft AS series or equivalent; 
connector. 


SPECIFICATIONS 
Frequency Response: 40 to 15,000 Hz. 

Impedance and Output Levels: Models 548, 54SS, 548SD, 548SD-CN, 
Dual. Low — —57 db (0 db = 1 milliwatt per 10 microbars); .131 milli¬ 
volts/ microbar. High — —55 db (0 db - 1 volt per microbar); 1,76 
millivolts/rnicrohar. 

Model 549 — Dual (25 - 50 ohms) — 56 db (0 db = 1 milliwatt per 

10 microbars); ,067 millivolts/microbar, (250 ohms)-^56 db (0 db 

— 1 milliwatt per 10 microbars); .149 millivolts/microbar. 


RECOMMENDED ACCESSORIES 


Model 

Oosk 

Stand 

Isolation Desk 

Stand 

isolation 

Mount 

Di-sE d in Pickup 

Stand 

Quick 

Disconnect 

54 S 

S33B, S3 7A 

S39B 

A.55M 

S55P 

A45 

548S 

S33B, S37A 

S39B 

* 

- 

A47 

54 BSD (CW 

S33B, S3/A 

S39B 

- 

— 

A45 

549 

S33B 

S39B 

- 

- 

A45 
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UNIDYNE® in 
MICROPHONE SERIES 


Model 

544 


Model 

545S 


Model 

546 


Model 

5455D 


Model 

545 


Model 

545L 


MODELS 545 - 545S ■ 545SD - 545D ■ 545SD-CN - 545L * 544 * 546 


Small and strikingly handsome, the acoustical design of the Uni- 
dyne III Microphone approaches the theoretical ideal of the uni¬ 
form cardioid pickup pattern. Reproduces the human voice with 
remarkable fidelity, A favorite choice of singers and entertainers, 
and an excellent microphone for drum and bass instrument pick' 
up. Recommended for use in any location where feedback is a 
problem, 

Model 545 Unidyne III: For stand or hand use. Supplied with 15- 
foot detachable, heavy duty, three-conductor shielded cable (mi¬ 
crophone impedance is selected at amplifier end of cable), with 
MALE four-pin MC4M type connector. Model A25B Swivel Adapter 
included. 

Model 545S Unidync Ill: For stand use. Mounted on a lifetime 
swivel that also contains an On-Off switch. Supplied with 15-foot 
detachable, heavy duty, three-conductor shielded cable (micro¬ 
phone impedance is selected at amplifier end of cable) with MALE 
four-pin MC4M type connector. 

Model 545SD Unidyne III: For stand or hand use. Features a 
magnetic reed-type On-Off switch built into the case, with built-in 
locking plate to permanently iock microphone in On position. 
Solderless impedance change feature. Supplied with 15-foot de¬ 
tachable, heavy duty, two-conductor shielded cable, with FEMALE 
professional three-pin audio connector" at microphone end. Model 
A25B Swivel Adapter included. 

Model 545D Unidyne III: (not shown) Same as 545SD without 
On-Off switch. Designed for those numerous applications where 
built-in switch is not desired, such as when soundman wants to 
control "On-Off” at audio console. 

Model 545SD-CN Unidyne ill: Same as Model 545SD (above), 
but supplied with 20-foot professional, heavy duty, two-conductor 


shielded cable, with professional three-pin audio connectors* on 
both ends of cable. Model A25B Swivel Adapter included. 


Model 545 L Uni dyne ill: Designed for lavalier use. Supplied with 
20-foot permanently attached, miniature, two-conductor shielded 
cable. Lavaiier clip included. Can also be mounted on a flexible 
gooseneck, or in an A25B Swivel Adapter. 

Model 544 Unidyne III: Designed especially for gooseneck 
mounting. Supplied with seven-foot permanently attached, two- 
conductor, miniature shielded cable. To obtain microphones com 
plete with goosenecks, order Models 544-G6, 544-G12 or 544-G18 
for 6-inch, 12-inch or IB-inch goosenecks. 

Model 546 Unidync 1 III: For stand use. Features a special live- 
rubber vibration-isolation shock mount. Recommended for high 
qualify public address systems and tape recording — especially 
where floor or stage is 4 'shaky." Combination impedance selection 
On-Off switch. Supplied with 20-foot professional, heavy duty, 
two-conductor shielded cable with FEMALE professional three-pin 
audio connector* on microphone end. 

* Designed lo mate with Cannon XL senes, Switchcraft A3 senes or equivalent 
connector. 

SPECIFICATIONS 
Frequency Response: 50 to 15,000 Hz. 

Impedance and Output Levels: Models 545, 5455, 545SD r 545SD-CN. 

544. Dual- Model 545L: Low only. Low--57 db (0 db = 1 milliwatt 

per 10 microbars); 425 millivolts/microbar. High --55 db (0 db - 

1 volt per microbar); 1.76 millivolts/microbar. 

Models 546 Dual. (25-50 ohms)-- 58 db (0 db — 1 milliwatt per 10 
microbars); .067 millivolts/micrcbar. [250 ohms)-— —57.5 db (0 db - 
1 milliwatt per 10 microbars); .158 millivolts/microbar. 


RECOMMENDED ACCESSORIES 


Mudei 

Desk 

Stand 

Isolation 

Desk Mounts 

Isolation 

Mounts- 

Distant 

Pickup Stand 

Quick 

Disconnect 

Lavaiier 

Cord 

Wind' 

screen 

545 

$338, S3?A 

S3 9 A 

A55IV 

$55 P 

A45 


A2WS 

545S 

S33B. $37 A 

339A 


— i 

A47 

- 

A2WS 

5450; SD;-CN 

S33B.S37A 

S39A 

- 


A45 

- 

A2WS 

54B 

533B 

S39A 

- 

- 

A45 


A2W5 

545 L 

S33B,S37A 

S39A 

A55TV 

S55P 

A45 

A54L 

{supplied) 

A2WS 

544 







A2WS 
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UNIDYNE® II 
SERIES 


Model 

55SW 


Model 

556S 


MODELS 55S • 55SW • 556S 


Renowned for ruggedness and reliability, the Unidyne II 
Series microphones are highly regarded throughout the 
world — used consistently by famous performers and 
celebrities for those important events where faithfulness 
of sound reproduction is critical. Highly recommended 
for fine-quality public address, theatre-stage sound sys¬ 
tems and recording applications. Includes multi-imped¬ 
ance switch for high, medium or low impedance. 

Model 55S Unidyne II: For stand use. Mounted on life¬ 
time swivel. Supplied with 15-foot detachable, heavy 
duty, two-conductor shielded cable, with MALE three-pin 
MC3M type connector on microphone end. 

Model 55SW Unidyne II: For stand use. Mounted on a 
lifetime swivel that also contains an On-Off switch. Sup¬ 
plied with 15-foot detachable, heavy duty, two conductor 
shielded cable, with MALE three-pin MC3M type con¬ 
nector on microphone end. 

Model 556$ Unidyne II: For stand use. Mounted on life¬ 
time swivel. Features a special live-rubber vibration 
isolation shock mount built into the stand connector. 
Supplied with 20-foot professional, heavy duty, two- 
conductor shielded cable, with FEMALE professional 
three-pin audio connector* on microphone end of cable. 


* Designed to mate with Cannon XL series, Switch craft A3 series 
or equivalent connector. 

SPECIFICATIONS 

Frequency Response: Models 55S and 55SW, 50 to 15,000 
Hz.; Model 556S, 40 to 15,000 Hz. 

Impedance and Output Level: Models 555 and 55SW; Low 
(25-50 ohms)— -55,5 db {0 db = 1 milliwatt per 10 micro¬ 
bars): .071 millivolts/microbar. Medium (250 ohms)— 
-56.5 db (0 db 1 milliwatt per 10 microbars); .141 mi li 
volts/microbar. High— -55,5 db (0 db = I volt per micro 
bar); 1,68 millfvolts/mrcrobar. 

Model 556S: Low (25 50 ohms)^ -56.5 db [0 db - 1 mifli 
watt per 10 mlc rebars): .067 mil 11 volts/ microbar. Medium 
(250 ohms)— —57,5 db (0 db = 1 milliwatt per 10 micro¬ 
bars); ,130 millivolts/microbar. High— -56 db (0 db - 1 
volt per microbar); 1.58 millivolts/mrcrobar. 



MODELS 5I5SA - 5I5SB ■ 515BG 
515SBG - S15SB-G18 

The lowest cost Unidyne, but with all 
the feedback suppression and uni¬ 
form, symmetrical pickup pattern 
features that have made Unidynes 
world-famous. Each microphone in 
the Unidyne B Series effectively 
solves feedback and boominess prob¬ 
lems in low-budget sound systems. 
Excellent choices where budget is 
the prime consideration. Handsome 
satin chrome cases with stainless 
steel screen in a black grille. 

Model 515SA Unidyne R: For stand 
or hand use. Supplied with ] 5-foot 
permanently attached, heavy duty, 
single-conductor shielded cable. High 
impedance only. Built-in locking 
plate to permanently lock switch in 
On position- Model A25B Swivel 
Adapter included. 

Model 515SB Unidyne B: Same as 
Model 515SA above, but low imped¬ 
ance only, 

MODEL 5I5BG Unidyne B:Same as 

Model 515SBG, above, but without 
switch and two-conductor shielded 
cable 

Model 5I5SBG Unidyne B: For 

gooseneck use (gooseneck not In¬ 
cluded). Supplied with 51" perma¬ 
nently attached, four-conductor (two 
shielded) cable. Built-in non locking 
push-to-talk switch activates either 
microphone or external relay circuit. 
Low impedance only. 


RE t (>MMENDED ACCESSOR IES 


Model 

Desk 

Stand 

Isolation 

Desk Stand 

Quick 

Disconnect 

Wind¬ 

screen 

555 

S33B.S37A 

S39A 

A47 

_ 

555W 

S33B.537A 

S39A 

A47 


558S 

S33S 

339A 

A45 

— 

515SA (-B) 

533B.537A 

S3 9 A 

A45 

A61WS 

515S0 G18 

w 

- 

- 

A61WS 

580SA (-B) 

533B,S37A 

S39A 

A45 

A61WS 



MODELS 5 80S A * 580SB 


The rugged Unidyne A Series micro¬ 
phones offer unidirectional problem¬ 
solving ability at a moderate cost. 
Highly effective cardioid pickup 
pattern permits microphones to be 
located unusually close to loud¬ 
speakers. Built-in On-Off switch with 
locking plate to permanently lock 
switch in On position. Versatile—can 
be used on a stand or In the hand, in¬ 
doors or out. Satin chrome case with 
stainless steel screen and rugged 
Bfack "Armo-Dur” cap. Model A25B 
Swivel Adapter included. 

Model 5SOSA Unidyne A: Supplied 
with 15-foot permanently attached, 
one-conductor shielded cable. High 
impedance only. 

Model 580SB Lnidyne A: Supplied 
with 15-foot permanently attached, 
two-conductor shielded cable. Low 
impedance only. 

SPECIFICATIONS 
Frequency Response: 50 to 13,000 Hz, 
Impedance and Output Level: Model 

58QSA: High-56.5 db (0 db - 1 

volt per microbar); L48 millivolts/ micro 
bar. 

Model 580SB: Low (25-200 ohms) 

-57 db (0 db = t milliwatt per 10 
microbars); .105 mi Hi volts/ mic rebar. 


Unidyne B Series , continued 

Model 515SB-G18 Unidyne B; Same 
as Model 515SBG (above), but pre 
installed on 18" gooseneck, with 
mounting flange included. 

SPECIFICATIONS 
Frequency Response: SO to 13.000 Hz. 

Impedance and Output Level: Model 

515SA; High only - 58 dR (Odh = 1 volt 
per microbar); 1.25 millivolts'microbar 
Monels 515SB. 515BG, 515SBC. and 
515S8-G18: Low only (25-250 ohmsj- 
-59 dS (0 dB = 1 milliwatt per 10 micro- 
Pars); 089 millivolts/microbar 
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UNISPHERE* I MICROPHONES 



lOlJELS 565 - 565S - 565SD ■ 565D ■ 565SD-CN * 566 


The Unisphere ! Series gives you all the superb feedback control 
and uniform cardioid pickup pattern features that have made the 
Unidyne family of microphones world-renowned for solving diffi¬ 
cult public address problems. In addition, these microphones give 
you effective control of exp ] osive breath sounds (''pop 1 ') and 
minimized wind noise in outdoor locations, eliminating the need 
for external windscreens. Excellent reproduction of voice and 
music. For indoor or outdoor use. Gleaming satin chrome case. 

Model 565 Unisphere I: For stand or hand use. Supplied with 
15 foot detachable, heavy duty, three-conductor shielded cable 
with four-pin MALE MC4JV3 type connector on microphone end of 
cable (impedance is selected at amplifier end of cable). Model 
A25B Swivel Adapter included. 


is not desired, such as when soundman wants to control "On-Off 1 
at audio console. 

Mode! 565SD-CIV Unisphere I: Same as Model 565SD, but sup¬ 
plied with 20-foot professional, heavy duty, two-conductor 
shielded cable, with professional three-pin audio connectors* on 
both ends of cable. Model A25B Swivel Adapter included. 

Model 566 Unisphere Is For stand use. Features special built-in 
vibration isolation shock mount. Supplied with 20-foot profes¬ 
sional, heavy duty, fwo-conductor shielded cable with MALE 
professional three pin audio connector" on microphone end. 
Combination impedance selection On-Off switch. 


Model 565S Unisphere I: For stand use only. Mounted on lifetime 
swivel that also includes an On-Off switch. Supplied with. 15-foot 
detachable, heavy duty, three-conductor shielded cable with four- 
pin MALE MC4M type connector on microphone end of cable (im¬ 
pedance is selected at amplifer end of cable). 

Model 565SD Unisphere f: For stand or hand use. Features mag¬ 
netic reed-type On-Off switch built into the case, with built-in 
locking plate to permanently lock microphone in On position. 
Solderless impedance change feature. Supplied with 15-foot de 
tachable, heavy duty, two-conductor shielded cable, with FEMALE 
professional three-pin audio connector* on microphone end. 
Model A25R Swivel Adapter included. 

Model 565D Unisphere I: Same as 565SD without On Off switch. 
Designed for those numerous applications where built-in switch 


RECOMMENDEI) ACCESSORII1S 


Model 

Desk 

Stand 

Isolation 

Desk Stand 

Quick 

Disconnect 

Wind¬ 

screen 

565 

533B.S37A 

S39A 

A45 

A61WS 

565S 

S33B.S37A 

S3 9 A 

A47 

A61W5 

565D; SO; “CM 

S33B. S37A 

S39A 

A45 

AGJWS 

586 

SS.3B 

S39A 

A45 

A61WS 


* Designed to mate with Cannon XL series, Switchcraft A3 series or equivalent 
connect or, 

SPECIFICATIONS 

Frequency Response: Models 565, 565$, 565SD, 565SDCN — 50 to 
15,000 Hz. 

Model 566 — 40 to 15,000 Hz. 

Impedance and Output Levels: Models 565, 5S5S, 565SD, and 565SD 
CN: Dual: Low (150 ohms) — —57 db (0 db - 1 milliwatt per 10 micro- 
bars); 141 millivolts/microbar. High - —54.5 db (0 db - 1 volt per 
mferobar) ; 1,88 millivolts/ microbar. 

Model 566: Dual: Low (25-200 ohms) — —57.5 db (0 db - 1 milliwatt 
per 10 microbars); 071 millivolts/microbar. Medium (250 ohms)— 
57,5 db (0 db 1 milliwatt per 10 microbars); .154 millivolts/micro¬ 
bars. 
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MODELS 585SA • 585SB * 585SAV * 585SBV 

The Unisphere A Series of Microphones are economical unidirectional 
dynamic microphones featuring a highly effective unidirectional pattern 
to minimize loudspeaker “squeal" caused by feedback. These models are 
particularly suitable for use in locations where omnidirectional micro¬ 
phones may not operate properly because of poor acoustics. The 585 
Series features a shock-mounted cartridge, and comes with Model A25B 
Swivel Adapter. 

The Model 585SAV and 585SBV are two of the most ingenious micro¬ 
phones ever designed because the volume control on the microphone case 
enables the user to change the loudness of the PA system at the micro¬ 
phone location, Ideal for applications where the amplifier controls are in¬ 
accessible or where the speaker or singer wants to control his own volume 
for dramatic effects. 

Mode! 585SA Unisphere A: For hand or stand use. Built-in On-Off switch 
with locking p:ate to permanently lock microphone in On position. Supplied 
with 15-foot detachable, heavy duty, single conductor shielded cable with 
FEMALE MC1F type connector, High impedance. 

Model 585SE Unisphere A: For hand or stand use. Built-in On-Off switch 
with locking plate to permanently lock microphone in On position. Supplied 
with 15-foot detachable, heavy duty, two-conductor shielded cable with 
MALE MC2M type connector. Low impedance. 

Model 585SAV Unisphere A: Same as Model 585SA above, but with ad¬ 
justable volume control built into microphone case, 

Model 585SBV Unisphere A: Same as Model 585SB above, but with ad¬ 
justable volume control built into microphone case, 

SPECIFICATIONS 
Frequency Response: 50 to 13,000 Hz. 

impedance and Output Level: Models 585SA and 585SAV: High —57.5 db 
(0 db = 1 volt per microbarb 1.32 millivolts/mferobar. 

Models 585SB and 585SBVi Low (25 to 200 ohms)-57 db (0 db - 1 milli¬ 

watt per 10 microbars), .105 millivolts /mic rebar. 


MODELS 588SA ■ 588SB • 588SB-CN 

Maximum feature dynamic microphones at minimum 
cost! True cardioid pickup pattern for feedback con¬ 
trols highly effective filter for indoor and outdoor use 
that provides protection from wind and "pop” (ex¬ 
plosive breath sounds); On-Off switch with built-in 
locking plate to permanently lock microphone in On 
position; and professional three-pin audio connector*. 
For stand or hand use. Gleaming satin chrome case. 

Model 588S A Unisphere B; Supplied with 15-foot 
heavy duty, single-conductor shielded cable with FE¬ 
MALE professional three-pin audio connector* on mi¬ 
crophone end. High impedance. 

Model 588SR Unisphere 1 B: Supplied with 15-foot 

heavy duty, two-conductor shielded cable with FEMALE 
professional three-pin audio connector* on micro¬ 
phone end. Low impedance. 

Model 588SB-CN Unisphere B; Same as Model 588SB 
above, but with 20-foot professional, heavy duty, two- 
conductor shielded cable with professional three-pin 
audio connectors* on both ends of cable. 


* Designed to mate wild Cannon XL series, Switehcraft A3 series, 
or equivalent connector. 


SPECIFICATIONS 
Frequency Response: 80 to 13,000 Hz. 

Impedance and Output Level: Model 588SA: High --59 

db (0 db — 1 vo't per microbar); 1,11 millivolts/microbar. 
Models 5883B and 538SB-CN; Low (25 to 200 ohms) — 
— 59.5 db (0 db - 1 milliwatt per 10 microbars); .085 
millivolts/microbar. 


RECOMMENDED ACCESSORIES 



Desk 

Isolation 

Quick 

Wind 

Model 

Stand 

Desk Stand 

Disconnect 

screen 

5&5SA (-B) r 
(-A.V), and 
{ -5BV) 

S33B, S3/A 

S39A 

A45 

A51WS 

5S8SA (-SB) t 
and (- SB- CN) 

S33B S37A 

S39A 

A45 

A61WS 
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MODEL 330 

Highly recommended for motion-picture, TV, 
radio and professional recording studios as well 
as for all other uses where quality requirements 
are of the highest, Model 330 has a true super- 
card Sold unidirectional pickup pattern which 
solves feedback problems and greatly reduces 
the pickup of random noise. Strikingly immune 
to mechanical noises. The features that make 
the *'330" so outstanding in performance and 
so dependable in operation are the patented 
"Uniphase' 1 system; the t r ue super-cardioid 
pickup pattern; a ribbon transducer which pro¬ 
vides extended smooth response of 30-15,000 
Hz.: a multi-impedance switch; a lifetime 
swivel; and a vibration-isolation unit mounted 
En live rubber. Supplied with 20-foot, two-con¬ 
ductor, shielded broadcast type cable, with 
FEMALE professional three-pin audio connec¬ 
tor/ 

SPECIFICATIONS 
Frequency Response: 30 to 15,000 Hz, 

Impedance and Output Level: 25-250 ohm 1m 
pedance; -60 db (0 db -- 1 milliwatt per 10 
microbars)i -049 millivolts/microbar. 150 ohm im¬ 
pedance: —58.5 db (0 db - 1 milliwatt per 10 
microbars); .089 miNivolts/microbar. 250 ohm im¬ 
pedance: —58.5 db (0 db - 1 milliwatt per 10 
microbars); .111 millivolts/microbar, 

* Designed to mate with Cannon XL series, Switchcraft 
A3 series, or equivalent connector. 


MODEL 300 

The Model 300 Studio Gradient is a 
bidirectional microphone for record¬ 
ing, broadcast and sound reinforce¬ 
ment which provides sound pickup 
at the front and rear of the micro* 
phone, but greatly reduces pickup at 
the sides. Can be placed at a much 
greater distance from the performer 
than is possible with omnidirectional 
microphones. Features are a readily 
accessible Voice-Music switch, a 
vibration-isolation unit mounted in 
live rubber, and a multi-impedance 
switch supplied with 20-foot ( two- 
conductor, shielded broadcast type 
cable with FEMALE professional 
three-pin audio connector/ 

SPECIFICATIONS 
Frequency Response; 40 to 15,000 Hz, 

Impedance and Output Level: 25 50 

ohms: -60.5 db (0 db - 1 milliwatt per 
10 microbars): ,043 millivolts/microbar. 
150 ohms: —59 db (0 db = 1 milliwatt 
per 10 microbars); .105 millivolts/ 
microbar. High— 57.5 db (0 db — 1 
volt per microbar); 1.32 millivolts/ 
microbar. 


MODELS 315 * 315S 

These microphones feature frequency re¬ 
sponse of 50 to 12,000 Hz. that repro¬ 
duces voice and music in a clear, natural 
tonal quality in auditoriums, night clubs, 
schools and churches. Bidirectional 
“Figure 8' f pickup pattern extends over a 
broad frequency range permits the 
sound system to be operated at a level 
almost 6 db higher than is possible with 
nondirectlonal (omnidirectional) micro¬ 
phones. Greatly reduces reverberation 
and the pickup of random noises. Sup 
plied with 15-foot, two-conductor shielded 
cable, with three pin MALE MC3M type 
connector. 

Model 315 Gradient: Without On-Off 
Switch. 

Model 315S Gradient: With On-Off 
Switch. 

SPECIFICATIONS 
Frequency Response: 50 to 12,000 Hz, 
Impedance and Output Level; 25 50 ohms 
impedance: —62 db (0 db ~ 1 milliwatt per 
10 microbars); ,044 millivolts/microbar. 150 
ohm impedance: —61 db (0 db — 1 milliwatt 
per 10 microbars); .100 millivolts/microbar. 
High— —59 db (0 db — 1 volt per microbar); 
1.10 millivolts/ microbar. 


RECOMMENDED ACCESSOR IES 


Model 

Desk 

Stand 

Isolation 

Desk Stand 

Qoidt 

Disconnect 

330 

S33B 

S39A 

A45 

300 

S33B 

S39A 

A45 

315S 

S33B.S37A 

S39A 

A47 
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VOCAL SPHERE 


OMNIDYNE 

ULTRA-SLIM 

PROBES 


OMNIDYNE 

DYNAMIC 





SPHER-O-DYNE 



MODEL 579SB 

A superb sounding omnidirectional 
microphone that delivers ex¬ 
tremely natural, lifelike voice re¬ 
production for vocalists or 
speakers. An outstanding per¬ 
former in theatre-stage sound sys¬ 
tems In which feedback is not a 
problem, and in numerous record 
ing and broadcasting applications. 
Effective built-in wind and "pop" 
filters reduce breath noises, and 
the isolated cartridge mount re¬ 
duces handling noises. Built-in 
On-Off switch with locking switch 
plate to lock microphone in On 
position. Sieek brushed chrome 
case affords good looks and excel¬ 
lent “handability.” Supplied with 
20-foot, two-conductor shielded, 
rubber-jacketed cable, with FE¬ 
MALE professional three-pin audio 
connector* at microphone end. 
Model A57SL Locking Swivel Adap¬ 
ter included. 

* Designed to mate with Cannon XL 
series, Switchcrafl AS series,, or equiv¬ 
alent connector. 

SPECIFICATIONS 

Frequency Response: 50 to 15,000 
Hz, 

Impedance and Output Level; Low 

(25 to 200 ohms) — 59 db (0 db 

— I mi IJ iwa tt per 1 0 mic roba rs);. 1 00 
millivolts/microbar. 


MODELS 578 - 578S 

Strikingly modern ultra-slim fl¬ 
inch diameter) design. Inconspic 
uous because of slender shape. 
Smooth, natural response without 
change in pickup pattern or sen¬ 
sitivity from 50 to 17,000 Hz, 
Ideal for fine-quality home tape 
recording purposes, or for use in 
TV, radio and recording studios. 
Extremely rugged construction. 
Satin chrome steel case provides 
magnetic shielding as well as good 
looks. 

Model 578 Ommdyne: Built-in 
On-Off switch in microphone case 
with locking plate. Supplied with 
15-foot permanently attached, 
heavy duty, three-conductor 
shielded cable (impedance is se 
looted at amplifier end). Model 
A57SL Locking Swivel Adapter in¬ 
cluded. 

Model 578S Omnidyne: Mounted 
on a lifetime swivel that contains 
an On-Off switch. Supplied with 
15-foot detachable, heavy duty, 
two-conductor shielded cable with 
FEMALE professional three-pin au¬ 
dio connector*. 

* Designed to mate with Cannon XL 
series, Svyiichcraft A3 series, nr equiv¬ 
alent connector. 

SPECIFICATIONS 
Frequency Response; 50 to 17,000 
Hz. 

impedance and Output Level; Dual. 
Low (150 ohms) — 61 db (0 db = 

1 milliwatt per 10 microbars); .100 
millivolts / microbar. 

High — 59 db (0 db — 1 volt per 

microbar); 1.11 millivolts/microbar. 


MODEL 576 

A superb professional-quality dy¬ 
namic probe microphone (with 
striking slim design and ^-inch 
diameter) designed for television, 
radio-TV broadcasting and record¬ 
ing studios. Features smooth, nat¬ 
ural, wide range response from 40 
to 20,000 Hz, for authentic pickup 
of voice or music. The Model 576 
is an ideal hand held microphone 
because of its unique "fee!" and 
"balance." Rugged steel case pro¬ 
vides effective magnetic shielding 
as well as good looks. Extremely 
rugged and dependable for excel¬ 
lent performance under all op¬ 
erating conditions. Versatile—use 
't in the hand or on a stand, in¬ 
doors or out. Finished in non- 
rcffecting gray with stainless steel 
grille. 25-loot permanently at¬ 
tached, three-conductor shielded 
broadcast cable (impedance Is 
selected at amplifier end). Model 
A57SL Locking Swivel Adapter in¬ 
cluded, 

SPECIFICATIONS 

Frequency Response: 40 to 20,000 
Hz. 

Impedance and Output Level; Dual. 
25-50 ohms— -60 db (0 db 1 
milliwatt per 10 microbars); .050 
millivolts/microbar, 150 ohms— 
60 db (0 db - 1 milliwatt per 10 
microbars); .094 millivolts/ 
m icroba r. 


MODELS 533SA * 533SB 
* 533SAV 

An omnidirectional microphone of 
outstanding quality for such a 
moderate cost. Built-in wind, 
breath, and pop filters make it 
ideal for close-to-the-mouth appli¬ 
cations, minimizing explosive 
breath sounds. The Spher-O-Dynes 
feature excellent reproduction of 
voice and music, combined with a 
well-balanced r, handabi1ity" for vir¬ 
tually unlimited applications. 
Model A25B Swivel Adapter 
Included. 

Model 533SA Spher-O-Dyne; 

High impedance. Built-in On-Off 
switch with locking plate to per¬ 
manently lock microphone in On 
position. Supplied with 15-foot de¬ 
tachable, single-conductor shield¬ 
ed cable. 

Model 5 33 SB Spher-O-Dyne: 

Low impedance, Built-In On-Off 
switch with locking plate to per¬ 
manently lock microphone in On 
position. Supplied with 15-foot de¬ 
tachable, two-conductor shielded 
cable. 

Model 533SAV Spher-O-Dyne: 

High impedance. With adjustable 
volume control built into micro¬ 
phone case. Supplied with 15-foot 
detachable, single-conductor 
shielded cable. 

SPECIFICATIONS 
Frequency Response: 40 to 11,000 

Hz, 

Impedance and Output Level: Model 
533SA and S33SAV: High impedance 
— 55 db (0 db — 1 volt per micro¬ 

bar); 1.76 millivolts/microbar. 

Model 533SB: Low impedance (25 to 
250 ohms) — -56 db (0 db - 1 
milliwatt per 10 microbars); .141 
millivolts/microbar. 


RECOMMENDED ACCESSORIES 


Model 

Desk 

Stand 

Isolation 

Desk Si and 

quick 

Disconnect 

Wind’ 

screen 

579SA 

S33BS37A 

339A 

A45 

A61WS 

578 

S33B. S37A 

S39A 

A45 

A2WS 

578S 

S33B,537A 

539A 

A47 

A2W5 

576 

S336, S37A 

S3 9 A 

A45 

A2WS 

533SB, 

t-SAV) 

S33B. 537A 

339A 

A45 
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DYNAMIC 
LAV AUER 
MICROPHONES 


Model 



MODELS 570 » 570S 

These superb professions' lavalier 
microphones are designed for 
broadcast and sound rei nforcement 
assignments and *or use by lec^ 
turers, performers and clergymen. 
They feature special “shaped" 
response (50 to 12,000 Hz.) for 
superior lavalier performance and 
reduction of pickup of clothing and 
cable noise. Outstanding rugged 
ness and reliability - even under 
adverse operating conditions. De¬ 
signed for inconspicuous use with 
“Flea-Grip'' lavalier assembly (sup 
plied) These microphones are the 
most versatile available because 
the “Flex-Grip” design holds the 
microphone firmly, yet permits easy 
and quick remova'. The lavalier clip 
opens right or left or can be re¬ 
moved. The case is non-reflecting 
gray metal with a stainless steel 
grille, Supplied with 30-foot, non- 
detachable, two conductor minia¬ 
ture shielded cable. 

Model 570: Without On-Off switch. 


Model570$; With On Off switch. 


SPECIFICATIONS 
Frequency Response: 50 to 12,000 
Hz. 

Impedance and Output Level: Low 

impedance (25 to 200 ohms) — 
— 60.5 db (0 db — 1 milliwatt per 10 
microbars): ,084 mil fi volts/micro¬ 
bar. 


OMNIDYNE 

MINIATURE 



MODELS 571 * 572C 

The extremely small Model 571 
microphone can be concealed on 
the person (user) and is also suit¬ 
able for hand-held, stand, and 
suspended over-th e-stage use. Fea¬ 
tures smooth peak-free response 
from 50 to 10,000 Hz, for voice 
applications where a small, incon¬ 
spicuous microphone should be 
used, Recommended for TV, mo¬ 
tion picture, theatrical and public- 
address appiications. Supplied 
with 30-foot non-detachable, two* 
conductor shielded, miniature 
cable. Model A57R Swivel Adapter 
is included. 

The Model 572G features the same 
response and size characteristics 
of Model 571, with the added fea¬ 
ture of permanent mounting on a 
new small-diameter, ultra-quiet 12- 
Inch gooseneck. Gooseneck comes 
complete with mounting ffange. 
Ideal for permanent mounting on 
lecterns, paging and dispatching 
stations, in language laboratories 
and other applications where a 
permanently mounted quality mi¬ 
crophone is required. The goose¬ 
neck is of the new ultra-slim type 
that reduces noise usually caused 
by adjusting the microphone. Sup¬ 
plied with 5-foot non-detachable, 
two conductor shielded cable. 


SPECIFICATIONS 
Frequency Response: 50 to 10,000 
Hz. 

Impedance and Output Level: Low 

(25 to 250 ohms)— —61.0 db (0 db 
— 1 milliwatt per 10 microbars); 
,070 millivolts/microbau 


ECONOMY 

LAVALIER 

MICROPHONE 


Model 560 



MODEL 560 

A dual impedance, dynamic 
microphone with a tailored 
response specifically designed 
for lavalier applications. This 
is a good, general-purpose 
lavalier microphone at a very 
modest price. An excellent 
choice for lecturers, perform¬ 
ers. and clergymen-and for 
the audiovisual departments 
of schools where budget is an 
important consideration The 
compact and lightweight mod¬ 
ern black satin all-metal case 
has a stainless steel grille. 
Impedance can be quickly 
changed from High to Low by 
simply moving pin jacks. The 
clip grip lavalier assembly (sup¬ 
plied) holds the microphone 
secu rely to the wearer. Supplied 
with 18 foot non-detachabfe, 
two-conductor shielded, minia¬ 
ture cable. 

SEECIFIC ATION S 
Frequency Response: 40 to 10,000 
Hz. 

Impedance and Output Level: Dual. 
High — 56,5 db (0 db -=■ 1 volt per 

microbar); 1.48 millivolts/microbar. 
Low (25 to 250 ohms)— —55,5 db 
(0 db ^ 1 milliwatt oer 10 micro- 
bars); ,149 millivolts/microbar. 


DYNAMIC 

GOOSENECK 



MODEL 561 

A compact, high quality, tam¬ 
per proof dynamic microphone 
with an attached cable and 
standard 5/8 inch-27 thread 
for direct mounting on either a 
flexible gooseneck or a fixed 
pipe. The extremely rugged, 
dynamic cartridge is easily 
field replaced. This microphone 
features excelfenl voice re¬ 
sponse for language lab 
systems, paging applications, 
base-station communications 
and talk-back and cuing from 
professional control-room in¬ 
stallations. its modest cost 
makes it well-suited lor lower 
budget installations in which 
numerous microphones must 
be used, such as "total com¬ 
munications' 1 meeting room 
systems. Supplied with 4-foot 
non-detachable, two-conductor 
shielded, miniature cable 
Gooseneck must be ordered 
separately. (See Page 18.) 


SPECIFICATIONS 
Frequency Response: 40 to 10,000 
Hz. 

Impedance and Output Level; Low 

(25 to 250 ohms) -— - 56.0 db [0 db 
1 milliwatt per 10 microbars); 
.141 millivolts/microbar. 


RECOMMENDED ACCESSORIES 

-- ~ — —■———■——— — 


Model 

Desk 

Stand 

— 

Isolation 

Desk Stand 

■ i ■■■ ■ — 11 ■ — ^ 

Lav a liar 

Windscreen 

570 (S) 

_ 


A57L* 

A2WS 

571 

S33B.S37A 

S39A 

A51L, A57L 

A2WS 

572G 

— 

- 


A2WS 

560 

— 

- 

A341* 

— 

561 

- 

- 

- 

- 

' F urnte hed Accessory 
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SONODYNE MODELS 51 • 51S 

These omnidirectional microphones are 
recommended for schools and other public- 
address applications where ruggedness and 
high output are desirable features. Excel¬ 
lent for use with tape recorders requiring 
microphones with high output. Multi¬ 
impedance switch gives choice of Low, 
Medium, or High impedance. Lifetime posi¬ 
tive-lock swivel. Supplied with 15-foot de¬ 
tachable, two-conductor shielded cable with 
MALE MC3M type connector. 

Model 51 Sonodyne:Without On-Off switch. 

Model 5IS Sonodyne; With On-Off switch, 

SPECIFICATIONS 
Frequency Response: 60 to 10,000 Hz. 
Impedance and Output Level: Low (25-50 
ohms) - 51,0 db (0 db — 1 milliwatt per 10 

microbars); .118 millivolts/microbar. Medium: 
(150 ohms)— 5L0 db (0 db - 1 milliwatt 
per 10 microbars); .265 millivolts/microbar. 
High-- 48,5 db (0 db ~ 1 volt per microbar); 
2.51 millivolts/microbar. 

THE COMM ANDO SERIES 
(CONT ROLLED MAGNETIC) 
MODELS 415 * 420 - 425 - 430 

The versatile Commando Series represents 
a significant achievement in providing 
super-rugged omnidirectional microphones 
with good performance at nominal cost, 
Each Commando microphone Incorporates 
a durable, Shore-patented Controlled Mag¬ 
netic cartridge. Suitable for indoor or out¬ 
door use f these microphones feature high 
output, smooth response, extreme rugged¬ 
ness and resistance to severe moisture and 
temperature conditions. 

Made! 415 Commando: For hand or stand 
use. High impedance. Supplied with seven- 
foot permanently attached, single-conduc¬ 
tor shielded cable. Model A25B Swivel 
Adapter included. 

Model 420 Commando: Designed for lava- 
fier use. Dual impedance. Supplied with 
20-foot permanently attached, miniature, 
two-conductor shielded cable. Lavalier cord 
and Mode! A25B Swivel Adapter included. 


Model 425 Commando; Designed for 
gooseneck mounting. Dual impedance. 
Supplied with seven-foot permanently at¬ 
tached, miniaturej two-conductor shielded 
cable. 

Model 425 Gooseneck Commando; Model 
425 pre-mounted on 6", 12" or 18" goose¬ 
neck. Supplied with seven-foot permanently 
attached, miniature, two-conductor shielded 
cable. 

Model 425-G6 (6") 

Model 425-G12 (12") 

Model 425-G18 (18") 

Model 430 Commando: For stand or hand 
use. Dual impedance. Supplied with 15-foot 
detachable two-conductor shielded cable. 
Model A25B Swivel Adapter included. 

Model 430SL Commando; For base sta¬ 
tion and paging applications. Features a 
built-in switch to control both the micro¬ 
phone circuit and an external relay or 
control circuit (press-to-talk locking or non¬ 
locking type). Model S38B Desk Stand and 
Model A25B Swivel Adapter included. Sup¬ 
plied with 15-foot non-detachable, three- 
conductor (one shielded) cable. 

SPECIFICATIONS 
Frequency Response: 60 to 10,000 Hz. 
Impedance and Output Level: Model 415 is 
High Impedance, Models 420, 425, 430, and 
43GSL are Dual (selection by a simple pin¬ 
jack changing method). High —- * 52 db (0 
db 1 volt per microbar); 2,510 millivolts/ 
microbar. 

Low — 52 db (0 db - 1 milliwatt per 10 

microbars); .225 millivolts/microbar. 

HIGH OUTPUT OMNIDIRECTIONAL 
MICROPHONES 

Model 425 Commando: Dual impedance. 
Supplied with seven-foot L permanently 
attached, miniature, two conductor shield¬ 
ed cable and Model A25B Swivel Adapter. 
Recommended for gooseneck applications. 
Can also be used with microphone stands 
such as the Model S38B Desk Stand (see 
page IS). 


Models 520SL - 5205 LB 520 • 520R 

Dispatcher Models 520$L and 520SLB 
combine the microphone, the grip-to-talk 
slide-lo-lock switch, and the desk stand 
as a complete assembly. This series, with 
rugged Controlled Magnetic elements, is 
favorite among dispatchers because of its 
dependability. Designed for base-station 
use in police, fire, utility, forestry and trans- 
portation services, as well as paging and 
calf systems- Green Bullet Models 520and 
520B are microphone heads alone, and 
are exceedingly rugged utility public ad¬ 
dress microphones. Choice of Low or High 
impedance in both series- 
Model 520SL Dispatcher: High imped¬ 
ance. Switch bar activates both relay and 
microphone circuits, and has option 
locking leature to lock microphone in On 
position. Microphone switch is normally 
shorted, relay portion is normally open, A 
separate switch enables user to disable 
relay control and microphone circuit for 
VOX operation. Supplied with seven-foot, 
two-conductor shielded cable. 

Model 520SLL1 Dispatcher: Low imped 
ance. Switch bar activates both micro¬ 
phone and relay circuits, and has optional 
locking feature to lock microphone in On 
position. Relay switch is normally open, 
and microphone switch is normally open 
or normally shorted, as required. Sup 
plied with seven-foot, four conductor (two 
shielded) cable. 

Model 520 Green Bullet: High imped¬ 
ance. Microphone head only. Supplied with 
seven foot, non-detachable, single-conduc¬ 
tor shielded cable. 

Model 52GB Green Bullet: Low imped¬ 
ance. Microphone head only. Supplied 
with seven-foot, non-detachable single- 
conductor shielded cable. 

Specifications 

Frequency Response: 100 to 9.000 Hz, 

Impedance and Output Level; Models 520$LB 
and 520R, Low (150 to 250 ohms)--51 db (0 
db - 1 milliwatt per 10 microbars); .281 milli¬ 
volts/microbar. Models 52QSL and 520. Higb- 
52,5 db (0 db — 1 volt per microbar): 2.3 r 
millivolts/microbar. 



12 


High Output Omnidirectional Microphones 











Models 575S • 575SB 

The omnidirectional dynamic 
Versadyne microphones feature 
very good quality at a very low 
price- Them smooth, wide range 
response of 40 to 15,000 Hz 
makes them ideal tor home tape 
recording, genera! public ad¬ 
dress, as well as many other ap¬ 
plications The 575 Versadyne I 
Series case is black and satin 
chrome. Built-in filters to reduce 
voice <l pop; r plus a slide-to-talk 
switch lavalier cord and stand 
adapter are included. Supplied 
with 7-foot permanently at 
tached. one conductor shielded 
ible, 

Model 575S Versadyne I: High 
impedance. 

Mode) 575SB Versadyne I: Low 
impedance. 

Specifications 

Frequency Response: 40 to 15,000 
Hz, 

Impedance and Output Leveb Mode! 
575S: High - 56 db (0 db = 1 volt 
per microbar); 1.58 millivolts/ 
microban 

Model 5753 B: Low (25 to250ohms) 
- 57.5 db (0 db 1 milliwatt per 

10 microbars); .171 millivolts/mi¬ 
cro bar. 

Model 275S (not shown) A low- 
cost, ceramic-element micro¬ 
phone (similar in styling to 
Model 5755, above) offering a 
good response suitable for tape 
recording, general public ad¬ 
dress, and other applications 
requiring an economical micro¬ 
phone, Locking OrvOff switch 
and stand adapter. 
Specifications 

Frequency Response: 40 to 12,000 
Hz* 

Impedance and Output Level; High 
—59.5 db (0 db - 1 volt per mi¬ 
crobar); 1,050 millivolts/ microbar. 



HAND-HELD 

PAGING 

MICROPHONE 


Model 

514B 



Model 5148 

This omnidirectional micro¬ 
phone is designed specifically 
for use in deluxe paging sys¬ 
tems in stores, restaurants, 
travel terminals, and hospitals. 
The Model 514B combines 
high intelligibility with an ex¬ 
tended low frequency response 
that gives paging messages an 
unusually smooth “high fidel¬ 
ity” sound. Rugged matte black 
Armo-Dur case.“Million-cycle” 
grip-to talk switch activates both 
microphone and external relay 
circuit. Four conductor (two 
shielded), neoprene jacketed 
coil cord. Accessory hang-up 
bracket includcd- 

S pc cili cations 

Frequency Response: 100 lo 10,000 
Hz. 

Impedance and Output Level: Low 

(25-250 ohms) -56 db (0 rjb = ! 
milliwatt per 10 microbarsjfc .131 
millivolts/microbar. 


Models 540 * 540S 

A compact, versatile, modern 
omnidirectional microphone 
with a high output dynamic ele 
merit —at a moderate cost. The 
“Sonodyne IT features wide 
range, adjustable frequency re¬ 
sponse which allows the user to 
tailor the microphone's re 
sponse to the application. Sup 
plied with 15-foot detachable, 
two conductor shielded cable, 
with MALE MC3M type con¬ 
nector. 

Model 540 Sonodyiie II: With 
out On-Off switch. 

Model 540S Sonodytie II: With 

On-Off switch. 

Specifications 

Frequency Response: 50 to 13,000 

Hz, 

Impedance and Output Level; Duai. 

Low {25 to 250 ohms) - -56,0 db 
(0 db = 1 milliwatt per 10 micro¬ 
bars): .149 millivolts/microbar. 

High -53-5 db (0 db = 1 volt per 
rnicrobar): 2.13 miIJivoIts/mlcrobar. 


DISPATCHER 



Model 450 

The new modern design of this 
rugged omnidirectional Di$ 
patcher Microphone fits every 
decor for dispatching and pag^ 
ing use-and features a tele¬ 
scoping height adjustment (ap¬ 
prox, 2Va") for maximum 
convenience. The case is made 
of rugged gray Armo-Dur L 
which won't crack, peel, rust, 
or dent. The patented Con¬ 
trolled Magnetic Cartridge in 
corporates an impedance 
switch tor Sow or high imped 
a nee. The push-todalk switch 
bar activates both microphone 
and relay circuits, and has an 
optional locking feature to lock 
microphone in On position. The 
relay switch is normally open 
and the microphone switch can 
be normally open or normally 
shorted, as required. Seven 
foot, four-conductor (two 
shielded) cable. 

Specifications 

Frequency Response: 100 to 
10,000 Hz. 

Impedance and Output Level: Dual; 

Low (25-250 ohms), ^53.0 db (0 
db ~ 1 milliwatt per 10 microbars); 
,225 millivolts/microbar. High* 
—54 db (0 db^l volt per micro¬ 
bar); 2.00 millivolts/microbar. 


R ECO VIM EN DED ACCESSO R1ES 


Model 

Desk 

Stand 

isolation 

Desk Stand 

Lavalier 

Cord 

quick 

Oisconnec t 

540 t 540S 

533B, S37A 

S39A 


A47 

575S 

S38B 

S39A 

A27L 

(supplied) 

-— 

275S 

S33B 

S3 9 A 

A27L 

(supplied) 

—— 


MU 
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Models 404B * 404C * 104 A * 
104B * 405K • 405T » 41 SA 


These omnidirectional microphones provide high speech intelligibility 
and are used extensively in police, taxi, bus, sports, industrial and com¬ 
mercial applications. Featuring Arnno Dur^ high-impact cases, they 
fit comfortably in the palm of the hand, and are rugged units—with a 


reputation for trouble-free performance under severe operating con¬ 
ditions. They are provided with a bracket for permanent placement in 
portable or mobile equipment. 


Model 

Type 

Frequency 

Response 

Specifications 

Impedance and Output Level 

Switch 

MiC* Circ. 

ReJay 

Circ. 

Cable 


404B 

Controlled Magnetic 

200 to 8,000 Hz, 

150-250 ohms. —52 db (0 db -- 
1 milliwatt per 10 microbars); 
,21 millivolts/microbar, 

Open* 

Open 

SVMoot four-conductor (two- 
conductor shielded) coiled cord. 


404C 

Controlled Magnetic 

200 to 8,000 Hz, 

High. -54.0 db (0 db - - 1 volt 
per microbar); 2,0 millivolts/ 
microbar. 

Closed** 

Open 

5V2-foot three-conductor [one- 
conductor shielded) colled cord. 


104A 

Carbon 

300 to 4,000 Hz. 

50 100 ohms. 5 db below 1 volt 
for TOO microbar speech signal. 

Open 

Open 

Four-conductor unshielded 
cadmium copper coiled cord. 


104B 

Carbon 

300 to 4,000 HZ, 

50 100 ohms, 5 db below 1 volt 
for 100 microbar speech signal. 

— 

Open 

Four-conductor unshielded 
cadmium copper coiled cord. 


4D5K 

Controlled Magnetic 

200 to 4,000 Hz. 

High. —14 db (0 db — 1 volt 
per 100 mlcrobars). 

Open 

Open 

5-foot three-conductor, one 
shielded coiled cord. 


405T 

Controlled Magnetic 
[With transistor 
amplifier) 

200 to 4,000 Hz. 

100-500 ohms, —1 db loaded 
with 500 ohms. (0 db - 1 milli¬ 
volt per 100 microbars). 

— 

Open 

5-foot four-conductor stranded 
coiled cord. 


4t 8A 

Controlled Magnetic 

200 to 4,000 HZ, 

Medium (1500 ohms) 22,5 db 
(0 db - 1 volt per 100 micro- 

bars). 

Open 

Open 

b-foot four-conductor, one 
shielded coifed cord. 






Models 414A * 414B * 414C 

ideal for miniaturized or portable communications systems, the 414 
Series of Controlled Magnetic omnidirectional microphones are about 
half the size and weight of conventional microphones, yet perform as 
well or better. They are rugged units recommended for critical outdoor- 
indoor communications in mobile and fixed-station use, as in police, 
fire, taxi, bus, utility, forestry, and transportation services, commercial. 


industrial, radio telephone, amateur radio, and similar applications. 
Switching on Model 414A, microphone circuit normally closed, relay 
circuit normally opem Models 414B and 414C, microphone circuit 
normally open, relay circuit normally open, 


Specifications 


Frequency Response: 400 to 4,000 Hz. 

Impedance and Output Level: 

Model 414A: High. - 54.5db(0db 1 volt per microbar); ,188 volts. 

Model 414B: 150-25G ohms, 52,5 db (0 db 1 milliwatt per 10 
microbars); 0.20 volt. 

Mode! 414C: Recommended AC load, 100 to 1,000 ohms, 1.5 db 
(0 db - 1 volt with 100 microbars), using 6 volts D.C. and 50Gohm 
load. 


Ca b I e : 5Vz-f oot ext e n ded. 

Model 414A; Three conductor (one shielded) neoprene-jacketed coil 
cord. 

Model 414B: Four-conductor [two shielded) neoprene-jacketed coil 
cord. 

Model 414C: Four-conductor, neopreno-jacketed, coll cord. 
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SONO-BAR Models 488A * 488B * 488C • 488T 
RANGER il Models 419A * 419B 

Exceptionally effective and rugged, these two series of noise-cancelling 
microphones provide highly intelligible speech communication In 
mobile and fixed-station use where high volume background noise is 
found, such as airplanes, helicopters, motorcycles, trucks, fire engines, 
power boats, sporting events, drop-forges, press-rooms, engine-rooms, 
factories, etc. These patented Shure Controlled Reluctance micro¬ 
phones shut out background noise, permit clear transmission even 
where the noise level is so great that the operator cannot hear himself 
talking! The high-impact Armo-Dur^case is lightweight, feels natural 


to the touch even in temperature extremes. Four versions of the Sorto- 
Bar 488 Series are described below, the 488A which is high imped 
ance, the 4888 which is low impedance and the 488C and 488T 
Models which are transistorized for direct replacement of carbon 
microphones (the 488T is F.A.A. Certified for aircraft applications). 

The 419 Series is smaller, more compact, than the 488 Series. AH 
models are equipped with coiled cord and long-life heavy-duty push 
to-talk switches. 


M octet 

Freouency Response 

Specifications 

impedance and Output Level 

Switch 
Mic. Circ. 

Relay 

Circ, 

Cable 


48BA 

200 to 4,000 HZ. 

High, ,141 volts (—17 db). (0 do - ■ 1 volt per 
100 rnicrobar field.) 

Closed*' 

Open 

SVMoot three-conductor (one- 
conductor shielded) coiled cord. 


48 8 B 

200 to 4,000 Hz. 

150-250 ohms. .014 volts (-37 db). (0 tlb - 
1 volt oer 100 microbar field.) 

Open** 

Open 

5foot four-conductor (two- 
conductor shielded) coiled cord. 


48SC 

200 to 4,000 Hz. 

Transistorized. 100-500 ohms. 0.45 volts ( — 7 db) 
using 6 v, DC and 500-ohm load, (0 db — 1 volt 
per 100 rnicrobar field.) 

Open 

Open 

SVMoot four-conductor coiled 
cord. 


488T 

200 to 4,000 Hz. 

Transistorized aircraft. Recommended AC load 
tOO to 800 ohms. ,71 volts (-3 db) using 12 volts 
and 500-ohm load. (0 db — 1 volt per 100 micro- 
bar field.) 

Open 

Open 

bVzfool three-conductor tinsel 
coiled cord. 


419A 

200 to 4,000 Hz, 

High. ,12 volt (—18.5 db). (0 db - 1 volt per 100 
microbar field.) 

Closed 

Open 

SVs-foot three conductor (one- 
conductor shielded) coiled cord, 


41 SB 

200 to 4,000 Hz. 

150-250 ohms. ,014 volt ( 37 db). (0 db - 1 volt 
per 100 rnicrobar field.) 

Open 

Open 

5V^-foot four conductor (two- 
conductor shielded) coiled cord. 


* Provision loc simple change to normally open, **Provision for simple change to normally closed. 







Models S07B • 407 A * 407B 

Ruggedness. reliability and top performance in new modular design 
microphones that disassemble quickly and make every part accessible- 
permit easier in-the-field maintenance. Two-tone gray Armo-Dur fr cases 
are Iighlweight, immune to shock, arid unaffected by oik sun, salt, spray, 
acids, rust or corrosion. triple-F lex T M cable provides three to four times 


longer flex life than previously available coiled cords. Small, easy-to- 
handle design, with rugged dynamic and Controlled Magnetic elements 
for excellent voice intelligibility. Hum-shielded and instated against 
shock. Model 5G7B features extended low and high frequency response. 


SPECIFICATIONS 


Model 

Type 

Frequency 

Response 

Impedance & 

Output Levels 

Switch Mic. 
Crrc. 

Relay 

Circ. 

Cable 

5078 

Dynamic 

100 to 10,000 Hz. 

Single, Low only - 77 dB - 1 volt 
per rrncrebar.) 1 milliwall With 10 
microbars 

Open* 

Open 

three cond. (two shielded) 
neoprene jacketed Triple Flex cable, 

5Viz feet, coiled 

-MQ7A 

Controlled Magnetic 

200 to 4,000 Hz. 

Single High only 50,5 03 (0 d6 = 1 
volt per rnicrobar.) 1 milliwatt with 10 
micmba r$* 

Closed** 

Open 

three cond., (one shielded), Tripie 

Flex coil cord (5Vfe feet, coiled) or 
re tract idle cable. 

4078 

Controlled Magnetic 

200 to 4,000 Hz. 

Single, Low only 70.5 oS (0 dS = 1 
volt per rnicrobar) 1 milliwatt with 10 
microba rs 

Open* 

Open 

four cond., (two shielded). 

Triple Flex coil cord (5Vc leet. 
colled) or retractile cable. 
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A SPECIAL “HAM 
MICROPHONE 


TRANSISTORIZED 
CB MICROPHONE 


NOISE-SUPPRESSING 

MICROPHONE 


PROFESSIONAL 
TELEPHONE HANDSET 



Model 444 

Controlled Magnetic omnidirec¬ 
tional microphone specifically 
designed to meet the needs of 
the discriminating amateur 
radio enthusiast. The 444 is 
made of rugged Armo-Dur* 
which won't crack, peel r rust, 
or dent. This is a modern micro¬ 
phone with unmatched per¬ 
formance characteristics. It 
features an adjustable stand 
that raises or lowers the micro¬ 
phone for most comfortable 
talking position (approx, 2Vz tf ) 
and a push-to-talk switch bar 
with optional locking feature to 
operate an external relay con¬ 
trol and microphone muting 
circuits. A separate switch en¬ 
ables user to disable the relay 
control circuit for VOX opera¬ 
tion. Seven-foot, two-conductor 
shielded cable. 


Specifications 

Frequency Response: 300 to 3,000 
Hz, 

Impedance and Output Level: 

High: —53 db (0 db = 1 volt per 
microbar); 2,25 millivolts/micro¬ 
bar. 


Model 444T 

This Controlled Magnetic omni- 
directionat microphone is 
designed specifically for CB 
base station operation. Features 
a built-in two-transistor pream¬ 
plifier with volume control to 
give variable high output. Push- 
to-talk switch bar with optional 
locking feature to key CB trans¬ 
mitter and activate transistor 
amplifier in the microphone. 
Self-contained battery operates 
up to 300 hours before replace¬ 
ment. Enables you to maintain 
maximum modulation. Same 
adjustable height case design 
as model 444 (above). Five-foot 
(extended) four-conductor (two 
shielded) coiled cord. 


Specifications 

Frequency Response: 200 to 6 f 000 
Hz, 

Impedance: Less than 1,000 ohms. 
Output Level: Adjustable from 2mv 
to 45mv for 1 microbar input. 


Model 522 

This is a Dynamic microphone 
with a unidirectional pickup 
pattern that suppresses un¬ 
wanted background noise—the 
type of noise generated by other 
dispatchers working nearby, 
ventilating equipment, or office 
machines in the same area. It 
also suppresses feedback in 
public address paging applica¬ 
tions, Long-life finger-tip control 
bar (locking and non locking 
action) actuates microphone 
circuit and normally open ex¬ 
ternal relay circuit. Adjustable 
height from 934" to I 2 V 2 " over¬ 
all. Sturdy, high impact Anno- 
Dur-^ base and case. High or 
Low impedance selector switch. 
Seven-foot, four-conductor 
(two-conductor shielded) cable. 


Specifications 

Frequency Response: 60 to 11,000 
HZ. 

Impedance: Dual. Switch for 25 to 
200 ohms, or high. 

Output: High Impedance: —56 5 
db (0 db = 1 voi: per microbar): 
1,48 millivolts/ microbar. Low im¬ 
pedance: — 57 db (0 db _ i milli¬ 
watt per 10 microbars); .105 milli¬ 
volts/ microbar. 


Model THIOO 

The THIOO is an omnidirec¬ 
tional Controlled Magnetic 
communications handset speci- 
fically designed for industrial 
radio communications uses in 
applications such as ship-to- 
shore, police, safety, forestry, 
amateur radio, citizen’s band, 
and paging systems. When not 
in use and the handset is hang¬ 
ing in the cradle, an automatic 
switch permits an external loud¬ 
speaker to function. When t' 
handset is lifted from ti. 
cradle, the loudspeaker signal 
is transferred to the handset. 
Control of the transmitter 
circuits is operated by the push- 
to-talk handset switch. Four- 
conductor, (one shielded) 
plastic-jacketed coil cord on 
handset; Four-foot, four-con¬ 
ductor, (one shielded) plastic- 
jacketed cable on hangup 
cradle. 

Specifications 

Frequency Response: 200 to 3,000 
Hz. 

Impedance and Output Level: 

Transmitter: High, Receiver: 125 
ohms —13,0 db (0 db ~ 1 volt 
per 100 microbars); .22 volt. 


LOW COST 

HAND-HELD MICROPHONES 
FOR CB, AMATEUR, MOBILE 

Specifications 



Models 401A * 401B * 201 * 202 

Designed to provide excellent performance at low cost, these micro¬ 
phones are ideal replacement units in all communications equipment. 


Model _ Type _ Frequency Response _tm pedance and Output Level _ Cable 


401A 

Controlled Magnetic 

200 to 4,000 Hz. 

High. 51 db CO db - 1 volt 
per microbar.) 2,81 millivolts 
/ microbar. 

5-fool three-conductor, one- 
conductor shielded. 

4cne 

Controfled Magnetic 

200 to 4,000 Hz, 

150-250 ohms. 49 db (0 db 
= 1 milliwatt per 10 micro- 
bars); ,31 millivolts/nnicrobar. 

5-foot four-conductor, two- 
conductor shielded. 

201 

Ceramic 

(omnidirectional) 

200 to 4,000 Hz. 

High. 55.5 db (0 db 1 volt 

per microbar); 1.680 mil FI volts/ 
micro ban 

5-foot three-conductor, one- 
conductor shielded. 

202 

Ce ramie 
(noise reducing) 

200 to 4,000 Hz, 

High. —50.5 db (0 db - 1 volt 
per microbar); 3.500 millivolts/ 
microbar. 

5-foot three-conductor, one- 
conductor shielded. 
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A15 SERIES 
‘TLUG-IN” 

MICROPHONE ATTENUATORS, 
EQUALIZERS AND ADAPTERS 



A series of in-fine microphone attenuators, equalizers and 
adapters that plug in to give instant modifications of response 
and performance in microphones and sound systems — without 
time-consuming permanent rewiring or soldering. Only 4W' long 
x W r dia, T with color-coded nameplates for quick identification. 
Three-pin Female input and Male output professional audio con¬ 
nectors, * 

A15A Microphone Attenuator; 

Prevents input overload in applications where very strong signals 
are applied to a microphone input. Inserts a 15 db loss. 

A15PR Piiasc Reverser; 

Bverses the phase of a balanced line without modification of 
equipment 

A15HP High Pass Filter: 

Provides a low frequency cut-off to reduce unwanted low fre¬ 
quency noises. 

A1.5LP Low Pass Filter: 

Provides a high frequency cut-off to reduce objectionable high 
frequency noises. 

A15PA Presence Adapter: 

Adds “presence” to vocals or instruments in recording, broad¬ 
casting, and PA applications. 

A15RS Response Shaper: 

Provides sibilance filtering in recording, broadcasting, and P.A. 
applications, 

AI SLA Line Input Adapter: 

Converts balanced low impedance microphone input to bridging 
line level input, 

A15BT Bridging Transformer: 

Matches balanced or unbalanced devices of different imped¬ 
ances. (33 K ohm primary, and 600 or 7,600 ohm secondary.) 

A15TG Tone Generator: 

Produces a continuous 700 H/ signal capable of driving low im¬ 
pedance balanced lines, and is extremely useful in setting up 
and trouble-shooting audio equipment. Plugs into microphone 
input to enable engineer to check levels, connections, mixer In¬ 
puts, cables, and speakers. Permits one man to do the work of 
two. Powered by a miniature mercury battery. 

Designed to mate with Cannon XL series, Swilchcrafl A3 series, or equivalent 
connector. 


A95 SERIES 

LINE TRANSFORMERS 



High quality transformers which make it possible to connect a 
low impedance microphone to a high impedance amplifier input 
or vice versa. Solves problems of excessive high frequency loss 
and objectionable hum when Jong lengths of cable are used. 

Model A95A: Male professional three-pin audio input connec- 
torf* and MCIM type output connector. * 

Model A95P; Male professional three-pin audio input connec¬ 
tor.!* High impedance output terminates in removable locking 
phone plugadapter. 

Model A95F: Female professional three-pin audio input con¬ 
nector!* and MCIM type output connector.* 

Model A95FP: Female professional three-pin audio input con¬ 
nector;!* High impedance output terminates in removable lock¬ 
ing phone plug adapter. 

Model A95D: Input—Standard JA-Inch in-line two conductor 
conductor phone jack. Output—Professional three-pin audio 
connector!* (male). 

Mode! A95FD: Input—Standard Vn-inch in-line two conductor 
phone jack. Output—Professional three-pin audio connector!* 
(female). 

A97A Line Matching Transformer: High quality transformer 
designed to properly match 150 ohm—600 ohm microphone 
outputs to medium impedance (1-10 K ohm) devices, such as 
those frequently used in cassette recorders, Input—Professional 
three-pin audio connector (male)!*. Output—MCIM type con¬ 
nector. * 

t*Designed to mate with Carmen XL series, Switcbcrafl A3 series, or equivalent 
connector. 

* Matin# connector supplied with unit. 


MINIATURE, CONTROLLED MAGNETIC MICROPHONES 
MODELS MCI 13 * MC20A.I * MC31M 

Miniature microphones especially designed for use in small, com¬ 
pact vacuum tube or transistor devices, hearing aids, amplifiers, 
transmitters, dictating equipment or concealed microphone ap¬ 
plications—wherever space Is critical and reliability is essential. 
Metal cases protect against hum. Rugged, immune to mechanical 
shock and to varying conditions of heat and humidity. Recom¬ 
mended for use wherever size and weight are important factors. 

For additional information and complete specifications, write Shore Market* 
ing Services, 

Miniature Microphones 


MCI T I [Circular] MC20AJ [Rectangular] MC10J [Square] 

Size 1.025" dia. x ,934" w. x ,622" .5" sq x ,265" 

.4535" thick max. h. x.302' H d, thick 

Impedance lKohms@lKHz 2Kohms@lKHz 1850ohms @ 1 KHz 
Output 73 dB below 1 72 dB below 1 77.5 dB below 1 

volt/microbar volt/ microbar voft/microbar 

(225 mv) @ 1 (.251 mv) @ 2 (.131 mv) @ 1 KHz 

KHz measured KHz measured measured across 

across 1 K ohms, across2 Kohms, 2 K ohms. 
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MICROPHONE STANDS 
FOR EVERY 
APPLICATION 


Model 

Ota S38S 

S33B 


a 



Model - Model ^ 

S37A S39A 

( 

Model W 

CO-1 Model 

S40A 


Model S 3 3 B Modern Desk 
Stand, Black finish. For use 
with Microphone Models 330, 
415 t 430, 533, 545, 546 T 548, 
5565, 566, 571, 576, 578, 579, 
580, 585 and 588. 


Model S37A Modern Desk 
Stand. Non-reffective, textured 
gray finish. For use with all 
microphones with swivel con¬ 
nector assemblies, or micro¬ 
phones with swivel adapters. 

Model S3 SB Round Stand. 

Black finish. For use with 
Models 245, 275, 415, 430, 
515, 533, 545, 546, 548, 565, 
566, 575, 579, 580, 585, and 
588 series. 

Model S39A Vibration-Isolation 
Stand. Forall applications 
where vibration is a problem. 
Fits all Shore microphones, 


Model CO-1 Stand Adapter. 

Screw-type clamp with %"—27 
Male thread for mounting sec¬ 
ond microphone on microphone 
stand, table or desk top. Ad¬ 
justable 360° swivel aids hori¬ 
zontal positioning. 



QUICK DISCONNECT 
ISOLATION UNITS 




Designed for use with micro¬ 
phones normally mounted on 
desk or floor stands but which 
are periodically removed from 
stand for hand-held or carry- 
around use. The molded rubber 
insert isolates the microphone 
from mechanical vibration. 
Model A45. Designed for micro¬ 
phones incorporating an isola¬ 
tion assembly such as Models 
330, 546, 556, and all others 
using an A25B Swivel Adapter. 
Satin Aluminum finish. 

Model A45B, Same as A45, but 
Black finish. 

Model A47. Designed for micro¬ 
phones with connectors such 
as Models 55S, 5458, 565S, 
etc, or nearly all microphones 
with a standard -—27 

thread 


Model S40A Desk Stand. Sim¬ 
ilar to S37A Stand with push-to- 
talk switch included Fits 
microphones with —27 
thread connectors. Includes 
provisions for optional "in use" 
light. Shielded 2,1 m (seven- 
foot), four-conductor cable may 
be wired to any standard micro¬ 
phone connector. 


GOOSENECKS 



High quality flexible goosenecks 
in 12" and 18" lengths. "Silent- 
type" design limits mechani¬ 
cally induced noises. Mounting 
flange included. 

Model G1 2: 12'" flexible goose¬ 
neck. 

Model G18 : 18" flexible goose¬ 
neck. 

Model G12-CN: 12" flexible 
gooseneck with professional 
Female three-pin audio con¬ 
nector*. 

Model G18-CN: 18'" flexible 
gooseneck with professional 
Female three-pin audio con¬ 
nector*. 

Model G6A: 6" flexible goose¬ 
neck (side vent) 

Model G12A: 12" flexible goose¬ 
neck (side vent) 

Model G1 BA: 18" flexible goose¬ 
neck (side vent) 

Model A1 2: Mounting flange 


lavalier 

ASSEMBLIES 



’Denned to male with Cannon XL series, 
Switchcraft A3 series or equivalent con¬ 
nector 


Six different professional qual¬ 
ity lavalier assemblies, each 
designed for one of the Shure 
Lavalier Microphones, ,f Positive- 
lock" design holds the micro¬ 
phone securely, yet allows easy, 
noiseless adjustment of micro¬ 
phone position. Snaps on and 
off in an instant. 

Model A22L: Fits Model 777. 

Model A27 Lj Fits Models 275, 
575, 

Model A34L; Fits Models 41 
420, 430. 

Model A51L; Plastic. Fits Mod¬ 
els 570 and 571. 

Model A54L: Fits Model 545L 

Model A57L: Rubber. Fits Mod¬ 
els 570 and 571. 


FOR BETTER SOUND QUALITY 
IN “DISTANT-PICKUP” SOUND 
REINFORCEMENT AND RECORDING 


A breakthrough in microphone placement tech¬ 
nique. Minimizes the "hollow sound" caused by 
floor reflections usually associated with distant 
microphone pick-up techniques. Holds the mi¬ 
crophone just a fraction of an inch above the 
floor for better sound quality in "footlight" type 
placement for recording or sound reinforcement 
of choral, orchestral or ensemble musical events 
and dramatic presentations. Effectively isolates 
mechanical noises. For Shure 545 and other 
Shure tapered'handle microphones. (Not recom¬ 
mended for microphones with "On-Off" switches 
in the handle.) Height 4-25/32". 



MICROPHONE 

REPLACEMENT CARTRIDGES 

For complete Shure microphone 
replacement parts catalog, write 
for CS210A, Accessories and Re¬ 
placement Parts for Microphones. 
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Model 

A2WS 





Model 
MS-IOC 


Model 

BB-1 


Model 

A75A 


Models 
A25M, A26M 


DUAL MICROPHONE 
MOUNTS 

Designed for mounting two mi 
Graphemes, one above the other. 
Minimum visual obstruction. 
Minimal disturbance of direc¬ 
torial characteristics or fre¬ 
gency response of micro 
phones feeding the same mixer 
Ideal for mounting microphones 
feeding separate systems, or 
when one microphone is needed 
as a spare, such as on speak¬ 
ers’ rostrums. 

Model A25M, Designed for use 
with Shure Models 545, 545SD. 
and 545L microphones. 

Model A26M. Designed for use 
with microphones listed above 
when using A2WS Windscreen, 
and ‘'ball-type 1 ' Models 565, 
565$D, 548, 548SD. 588 ? 515 
Series, and other Shure micro¬ 
phones with tapered handles. 


FLOOR STANDS 

Model MS-1 OC Floor Stand, 

Quickly and easily adjusts from 
35" to 64" high. Positive ring 
lock maintains desired height. 
Standard %"-27 thread accepts 
any threaded Shure micro¬ 
phone, mount or swivel adapter. 
Also accepts Model BB-1 Baby 
Boom described below. Chrome- 
plated. Weighted 10" base for 
stability, 

BB-1 Baby Boom, 31" 

adjustable boom arm. Fits 
Model MS-IOC Floor Stand 
above. Standard %"-27 thread 
accepts any threaded Shure 
microphone, mount or swivel 
adapter. 


MICROPHONE 

WINDSCREENS 

Model A2WS. Designed to ef¬ 
fectively minimize wind noise 
in outdoor locations and control 
explosive breath sounds in any 
location. For Models 544. 545. 
545$D, 545S, 545L, 546, 571, 
576, 578 and 578S. 

Model A61WS. (notshown) 

Controls wind noise and "pop,” 
For use on all Shure "'ball-type 3 ' 
microphones, such as the Unh 
sphere models, 

ISOLATION MOUNTS 
Model A55M Isolation Mount A 

breakthrough in noise isolation. 
Reduces mechanical and vibra¬ 
tion noises by more than 20 db. 
Swivels 130", standard W'-27 
female thread fits all Shure desk 
and floor stands. Fits a If Uni- 
dyne and Unisphere micro¬ 
phones, except those models 
with built-in switches or built-in 
swivel mounts. Size: 3W f H x 
IV 2 " Dx 2" Diam. 


MICROPHONE SWITCHES 
Model A88A. Provides momen¬ 
tary press-to-talk On-Off switch¬ 
ing capability, or locks in On 
position. Comfortable grip bar 
minimizes hand and finger fa¬ 
tigue, Long-life leaf switch with 
silver contacts. Easily attaches 
to Shure microphones with 
stand swivel adapter, such as 
Models 55S r 545S. 565S. 


MICROPHONE CASES 

These black, impact proof mi¬ 
crophone carrying cases are 
ideal for carrying the mi¬ 
crophone, cable and acces¬ 
sories from place to place, 
conveniently and safely. The 
foam inserts hold the contents 
securely. 

Model 

No. Designed to Fit 

AC54 Model 545, 545SD, 

545SD-CN, 548, 

54850,5488 D-CN, 

Tyne Microphones 
AC54S Model 54 5S.543S 
Type Microphones 
AC55 Model 55S. 55SW 
Type Microphones 
AC58 Model 565,5655D. 

5658 D CN, 585$ A. 

5S5SAV. 533. 

58SSA. 588SRCN 
Series 

Microphones 
A€5BS Model 5G5S Type 
Microphones 
AC 5 7 Model 576,578 

Type Microphones 
AC 5 8 Model 51 5, 580 

Type Microphones 


SWIVEL ADAPTERS 

Model A25B. (Black) To be used 
with Models 41 5, 430, 515, 545, 
548, 56b, 580, 585, and 588 
microphones-For use with 
standard desk or floor stand. 

Model A57SL. Slip-in Locking 
Swivel Adapter for Models 570, 
576, 578 and 579SB. W diam¬ 
eter microphones For use 
with standard desk or floor 
stand. 

Model A57R, Slip in Swivel 
Adapter for Model 571. 


Model A75A, Stand adapter de¬ 
signed for use with Microphone 
Models 275S and 575S. Stand¬ 
ard 5 /s"-27 thread fits all Shure 
floor and desk stands. 



NEW! COLOR-CHARGED 
WINDSCREENS! 

No more microphone mix-ups when soundmen 
color-code these windscreen rainbow colors with 
control console knobs [matching sei of self-adhesive 
"color dots" included). Glue (A61W5-BL), brown 
(A61WS-BRL green (A 61WS-GN J, orange 
fA6 1 W5-ORh red (A61WS- R D), and yellow 
(A61WS-YL) windscreens fit all Shure "ball-type" mi¬ 
crophones for greater protection from wind noise 
and "pop," And, they add a splash of color to any 
act. 


Microphone Accessories 
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Shure Microphone Mixers are a practical, efficient and econom¬ 
ical way to increase the efficiency, usefulness and flexibility of 
public-address and paging systems, or tape recorders using more 
than one microphone or other sound source. (One prime ex¬ 
ample: extra microphones can be placed in the audience for 
question-and-answer sessions.) These mixers are unique in that 
they satisfy the requirements of most sound system installa¬ 
tions and serious tape recording enthusiasts, while being light 
enough to be portable, simple to operate and modest In cost. 
Each microphone (or other sound source) can be independently 
balanced for volume without affecting any of the other inputs. In 
addition to independent volume controls, a master volume con¬ 
trol simultaneously controls the gain of all inputs. The MSB can 
therefore be used as a conveniently-at-hand sound system volume 
control in situations where the regular amplifier is located some 
distance away. 

Model M68 Mixer, Input connections are MALE professional 
three-pin audio connectors* for 120 Volts AC ±10% 50/60 Hz, 


Model M68FC Mixer, Input connections are FEMALE profes¬ 
sional three-pin audio connectors* for 120 Volts AC ±10% 
50/60 Hz, 

Model M68FCE Mixer, Same as M68FC, but for both 120 Volts 
AC -10% 50/60 Hz and 240 Volts AC ±10% 50/60 Hz with 3 
Conductor Cable. 

Model M68P Mixer, Input connections are phone plug (hlgu 
impedance only), 120 Volts AC ±10% 50/60 Hz. 


REVERBERATION MIXERS 

Model M68RM. 4-channel Reverberation Mixer, Female pro¬ 
fessional three-pin audio connectors* 120 Volts ± 10% AC, 
50/60 Hz. 

Model M68RM-2E, Same as M68RM but for 240 Volts -10% 
AC 50/60 Hz. 3 Conductor Cable. 

‘Designed lo male with Cannon XL Berios, Switchcralt A3 sorias or eGu'vafeni connector. 


Specifications for M68 Series Mixers 


Type; Transistorized. 

Frequency Response: Flat ±3 db, 40 to 20,000 Hz. 

Power Consumption: 3 watts. 

Microphone Inputs; Accept Dynamic, Ribbon or Condenser mi¬ 
crophones (net recommended for crystal or ceramic micro¬ 
phones), either high impedance (unbalanced) or low impedance 
(balanced transformer input). Input impedance for each micro¬ 
phone is selected by a slide switch. You can use one type or 
model microphone, or mix several types and Impedances. (Model 
M68P is High Impedance only.) 

Auxiliary Input: High level—accepts output of additional M68 
Series Mixer, tape recorder, tuner, or phonograph signal (with 
additional preamplifier). 

Controls; Four individual Microphone Volume Controls to raise 
or lower the level of sound from each microphone. Auxiliary Input 
Volume Control adjusts sound level of tape recorder, phono¬ 




graph, tuner or additional mixer. Master Volume Control simul¬ 
taneously adjusts the volume of all inputs. On-Off switch and 
Pilot Light. 

Outputs; Two outputs: one provides high or low impedance out¬ 
put for connection to the microphone input of a sound system 
amplifier or tape recorder. Impedance is selected by switch. The 
other provides a high impedance, high level output designed 
primarily to feed a power amplifier or tape recorder requiring 
0.5 to 2 volts. 

Battery Operation: All units can be operated from an external 
battery supply. See accessories on page 23 tor battery supply 
unit. 

Weight: Model M68P f 2¥4 lbs,: Models M68. MBSFCand MGSrC 
4 lbs,: Models M68RM and M68RM-2E, 5V@ lbs. 

Case Dimensions: 2%" high, llTs" wide, 5*4 rr deep, (M68RM 
7VV deep). IJL and CSA listing on models M68, M68FC, 
M68P, and M68RM only. 


Standard & Reverberation Microphone Mixers 
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MODEL \168S SERIES MICROPHONE MIXERS 


The Mode! M688 Stereo Microphone Mixer provides unusual 
versatility and excellent audio control in (1) audio-visual and 
multi media presentations in which a stereo music source is used 
in the input f 'mix rJ ; (2) for high quality amateur recording with 
tape recorders that do not have mixing capability; (3) for high 
ality r versatile sound reinforcement systems that call for 
lultaneous stereo recording; (4) for location stereo recording 
of musical or dramatic events; and (5) for mixing sound-on- 
sound tape recordings. 

INPUTS AND OUTPUTS 

The M688 accepts four high or low impedance Dynamic,Ribbon 
or Condenser microphones through four microphone inputs, each 
with its own individual volume control, inputs #], #2 and #3 
have slide switches for 'left channel' or "right charmer output; 
input #4 features a pan control which adjusts the apparent loca¬ 
tion of Mic. #4 to the left channel, the right channel, or any¬ 
where in between. Stereo high-level auxiliary inputs accept 


signals from a tape recorder, tuner, or the output of a stereo 
magnetic phono preamplifier, such as the Shure M64 Scries 
Preamplifiers. A ganged stereo master volume control simulta¬ 
neously adjusts the level of all inputs. Additional inputs may be 
added by para! lei Eng an M67 Mixer or additional M688 unit via 
the mix bus jacks. 

Outputs include stereo auxiliary output jacks which feed a 
power amplifier or the auxiliary or tuner inputs of an amplifier 
or tape recorder. A high or low impedance mono microphone 
levef output ("mixed' 1 L h R of all sources) feeds an amplifier 
or tape recorder microphone level input. The auxiliary outputs 
may be converted to monophonic output by a Mono-Stereo se¬ 
lector switch. 

Model M688 Mixer. For 120 Volts.. AC *10%, 50/60 Hz, 

Model M688E Mixer. Same as M688, but for 120 Volts AC 
= 10%, 50/60 Hz, or 240 Vofts AC ±10%, 50/60 Hz with 3 
conductor cable. 


Specifications 


Gain (at 1,000 Hz): 

output 


input 

Mix Bus 

Low 

Imp. Mic. 

High 

Imp. Mic. 

Aux. 

{High Imp.} 

Low Imp. Mrc, 

+ 18.5 db 

+ 1,5 db 

-1-25.5 db 

+59.0 db 

High Imp. Mic. 

- 4.5 db 

-21,5 db 

+ 2.5 db 

+36.0 db 

Mix Bus 


-23.0 db 

+ 1.0 db 

+34.5 db 

Aux. 

-26.0 db 

-43,0 db 

-19,0 db 

+14.5 db 


Frequency Response: Flat ±3 db from 40 Hz to 20,000 Hz. 

Input impedance: Microphone inputs suitable for high or low imped¬ 
ance dynamic, ribbon cr condenser microphones. Auxiliary Input— 
50,000 ohms. Mix Bus—3,300 ohms. 

Recommended Load Impedance: 

Low Impedance Microphone Output. ,25 to 600 ohms 
High Impedance Microphone Output, ,20,000 ohms or greater 
Auxiliary High Impedance Output.... 50,000 ohms or greater 
Mix Bus . .... 2,700 ohms or greater 

distortion: Less than 1% Total Harmonic Distortion when Low 
Impedance Microphone Output is at 5 mv level. High Impedance 
Microphone Output is at 70 mv level, and Aux. Output is at 2.0 
volt levef* 


Input Clipping Level: Minimum 

Clipping Level 

Low Impedance Microphone Input. 25 mv 

High Impedance Microphone Input. 350 mv 

Mix Bus . , , ... .. 650 mv 

Output Clipping Level: Minimum 

Clipping Level 

Stereo .. 7 mv 

Low Imp, Mic. Mono . 14 mv 

Stereo .. 110 mv 

High Imp. Mic.Mono. 220 mv 

Stereo . 6.6 v 

Aux. , ..Mono . , . ,. 5,7 v 


Phase: The Mono Mic, Output is in phase with all microphone inputs. 
The Mix Bus is out of phase with pin 3 of the microphone inputs. 
The Auxiliary Input is oul of phase with pin 3 of the microphone 
inputs. The Auxiliary Output is in phase with the Aux. Input and the 
Mix Bus. 

D,C, Voltage: 30 volts, 6.7 ma. See accessories on page 23 for bat 
tery supply unit. 

Case: Painted Metal. 

Dimensions: x 1 1W’ X 7" 

Net Weight: 5 pounds, 


Stereo Microphone Mixer 
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MODEL M67 PROFESSIONAL MICROPHONE MIXERS 

A compact, lightweight and economical professional microphone mixer/remote 
amplifier specifically designed for professional recording, TV and radio studios, 
remote broadcasting, and sound reinforcement installations. Provides four low- 
impedance transformer-coupled balanced microphone inputs (one convertible 
to Jine input). The excellent performance and versatility of the M67 make it 
ideal for use as a complete, compact console for original installation use—and 
as an *'add-on ,T mixer for expanding existing facilities and providing additional 
microphone inputs with tape recorders and VTR’s, Built-in tone oscillator pro¬ 
vides calibration signal to adjust signal levels. 

The M67 features balanced 600 ohm line and microphone level outputs; an 
illuminated VU meter calibrated for + 4 and +10 dBm out; extremely low noise 
and RF susceptibility; wide, fiat frequency response; two-level headphone moni¬ 
tor jack. AC or battery operation (see battery pack and other accessories on 
following page). Noiseless automatic switchover to battery if AC line fails. 

Model M67, For 120 Volts AC ±10%, 50/60 Hz. 

Model M67-2E. For 240 Voits AC ±10%, 50/60 Hz with 3 Conductor Cable, 

M67 Specifications 

Frequency Response: ±2 db from 30 to 20,000 Hz. 

Gain: 90 db max; 150 ohm microphone to 600 ohm line. 

Equivalent input Noise: —129 dbv, 300 to 20,000 Hz, at 90 db gain. 

Hum and Noise: ^125 dbv maximum equivalent Input hum and noise, 20 to 20,000 
Hz. at 90 db gain. 

Distortion: Under 1% from 20 to 20,000 Hz at H I0 dbm output, 0.5% typical. 

Power Consumption: 3 watts. 

Inputs: Four low-impedance microphones, one convertible to line, bridging or 600 ohms. 

Outputs and Levels: 600 ohm line output, +18 dbm max; io-impedance microphone 
output —44 dbv max, Headphone output for 600-2,000 ohm headphones. 

Size:2+," x 11%/' x 7Vi+ 

Weight: 4 lbs., 13 oz, 

Operating Temperature: 0" to 135° F. 

UL and CSA Listing: On Model M67 only. 

Weight: 4 lbs., 13 oz. 




MODEL M675 

BROADCAST PRODUCTION MASTER 

A totally new approach to broadcast systems flexi¬ 
bility. The M675 was designed for use primarily 
with the Shore M67 Series Microphone Mixers to 
provide a complete, small size, professional qual¬ 
ity broadcast console—with cueable magnetic 
phono and line inputs. (The M675 may also be 
used with the Shure M63 and M63-2E Audio 
Master and with the M67-2E Mixer.) 

Use the M675 with a Shure M67 as a production 
studio consofe for recording with cuing and 
monitoring, as a complete audio console for both 
in-studio and remote assignments, as a complete 
CATV (audio) console, and as a stand-by console 
in any broadcasting operation. With the Shure 
M63 Audio Master, the M675 may be used f 
tape duplication and equalization assignments. 

The M675 features extremely low noise and RF 
susceptibility, with wide frequency response. 
Four inputs, each with its own individual gain con¬ 
trol and its own switchabfe "Cue” mode: two bal¬ 
anced line inputs are convertible to magnetic 
phono inputs (RIAA equalization) through front- 
panel slide switches, and the other two balanced 
line inputs are switchable between high imped¬ 
ance bridging and 600 ohm terminating line in¬ 
puts. Four monitoring facilities: (1) an internal 
speaker built into the front panel; (2) a rear-panel, 
eight-ohm speaker output jack with provision for 
external muting: (3) a front-panel headphone jack 
that provides an automatic muting of the internal 
speaker or external speaker output; and (4) a 
rear-panel headphone jack which enables the 
engineer or announcer to monitor only program 
material. Outputs (1), (2), and (3) reproduce both 
program and cue material. Built-in D.C. power 
pack powers the M675 and an M67 or M63 in the 
event of A,C. power failure. Size and weight: 2- 
3/4" x 11-3/8" x 7-1/2", 5 lbs. 

Write "Shure Marketing Services” for complete 
specifications and technical description. 


MODEL M62S VOILEGATE 



Vo Ice- activated microphone gam control¬ 
ler with response-shaped VO ice-frequent y 
censor. Blocks unwanted background 
noise. Adjustable to keep microphone 
"on” up In 30 seconds during conversa- 
I ion pauses. Professional three-pin audio 
connectors; female input and male out¬ 
put, designed to mate with Cannon XI 
series, Swilchcraft A3 (Q.C,) series or 
equivalent conned ors. Designed espe¬ 


cially for multi-microphone systems. 
Model M625, For 120-volts AC -10% 
50/60 Hz, and can also be powered by ? 
c i and 30-voll external DC source. 

Model M&25AM is a "modular" unit whit b 
lakes its pow e r from 11 1 0 M6 25. O n e \ \ h 2 5 
can p o wo rib roe M 6 2 5 A M units for a total 
of four gain controls.) 

Model MG25-ZE. For 240-volfs AC ±10%, 
50/60 Hz with 3 conductor cable. 
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MODEL MMG FEEDBACK CONTROLLER 

The Shure M610 Feedback Controller marks the beginning of a 
new era in sound reinforcement. When the M61Q is included in 
the sound system, its special set of filters and roll-off switches 
are used to smooth out the peaks and valleys in the system's 
frequency response, so that the system gain may be increasedto 
significantly higher levels before reaching the feedback thresh¬ 
old! The user is able to "tune" the sound system to the acoustics 
of the room to maximize output and minimize feedback. 

The M61Q gives you the basic advantages of room/system 
equalization —but without the high costs involved in elaborate, 
complex, highly specialized equalization equipment The M610 
Feedback Controller uses eight resonant dip filters, each con¬ 
trolled by a linear-motion potentiometer Each of these filters, 
unlike highly selective “notch" or single frequency filters, acts 
on a band of frequencies around its center frequency, so that 
attenuation is smooth and complete. These filters function in 
he most critical portion of the audio spectrum, with center 
equencies of 63, 125, 250, 500, 1,000, 2,000, 4,000, and 
8,000 Hz, Each is infinitely variable from "0 attenuation" (flat) 
to a maximum cut of 12 dB. The M610 also features “high end” 
(above 8 kHz) and "low end" (below 63 Hz) roll off switches to 
control response outside the range of these filters. 

Built-in, variable amplification allows the user to conveniently 
increase the overall gain of the system to a level even higher 
than original level even though any or all of the filters have 
been activated! The M610 also may be used to improve sound 
quality and increase intelligibility by filtering out “problem 
frequencies" that cause oscillating ("ringing”), boorniness and 
other disruptive resonances in acousticalfy difficult rooms. 

Fitter Characteristics: Typical filter frequency response charac¬ 
teristics are shown in Figures D and E. Fitters are electrically 
isolated for minimum phase interaction. 

Moving Filter Frequency control from 0 to 12 reduces gain by 
12 dB ± 2 dB at frequency of maximum attenuation. This center 
frequency is within ±20% of nominal frequency, One octave 
from center frequency, moving Filter Frequency control from 0 
to 12 reduces gain by 3.5 dB ± 1 dB, 

Model MG 10. For 120 V, A C , ±10%, 50/60 Hz, 3 watts. 

Model MG10-2E. For 240 V, AC, ±10%, 50/60 Hz with 3 con¬ 
ductor cable. 

Write “Shure Marketing Services" tor complete specifications 
and technical description. 




MODEL M64 STEREO PREAMPLIFIER 

Provides stable voltage gain, no microphonics, freedom from 
noise, and equalization necessary to operate magnetic phono 
cartridges (such as Shure Dynetic Cartridges) and tape playback 
heads with audio amplifiers that have no equalization. Without 
using equalization feature, Model M64 is recommended for use 
with microphones and as buffer amplifier 
Three-position switch controls equalization selection (phono, 
tape, and flat). All input and output connectors are standard 
phono jacks. Two phono jack inputs, On-Off switch controlled AC 
or DC operation. 

Model M64. For 120 V., AC, ±10%, 50/60 Hz, 

Model MG42-E. For 240 V., AC, ±10% T 50/60 Hz. 

SPECIFICATIONS 

Frequency Response: 

Flat - ^2 dB, 20 Hz to 20 KHz. 

Phono-^2 dB of standard RIAA curve (40 Hz to 15 KHz). 

Tape X-2 dB of the 7 1/2 IPS curve (50 Hz to 15 KHz), 

Gain: Measured at 1 KHz with inputs through 680 ohms: 47 K ohm output 


terminations- 

E qua Ration High Level Low Level 

Switch Position Output Output 

Flat +27.5 dB + 4dB 

Phono +34.5 dB +11 dB 

Tape ±37 dB +13,5dB 


Distortion; Under 1 % total harmonic distortion for 2 volt output at 1 KH/ 
for phono, tape or flat position, in phono position, less than 1% at 30 Hz 
(2 volts outputK 

Clipping Level: Phono and tape (100 m V); flat (250 mV)- maximumi nput 
at 1 KHz withoutclipoing. 

Outputs and Levels: Four phono jacks (2 high level, 2 low level). High Level 
impedance - less than 1 K ohm at 1 KHz (minimum recommended load 
rs 22 K ohms). Low Level Impedance-600 ohms. Any low level load does 
not at feci input clipping level. 

Dimensions: 5-19/3?" w. x 2-21/64" h. x 4-UP" d 
Weight: 13/4 lbs 



Feedback Controller & Component Accessories 


23 













































MODEL M63 SERIES AUDIO MASTER 

A new concept in economical, total control of audio response 
Can be used to equalize sound systems, correct room acoustics, 
reduce feedback, provide special sound effects, reduce stage 
and stand noise—or for tape recording- Ideal as a low-cost equal¬ 
izer when teamed-up with MSS series or M67 mixers . .. gives 
you more output modes and response control than any other 
system on the market. 

Efficient continuously variable high-pass and low-pass 6 
db-peroctave fliters, plus separate bass and treble controls, can 
be combined for virtually unlimited response characteristics as 
a result of the “hinge" effect of bass and treble controls, and 
“slope" effect of high and low filters. 

VU meter for correct output readings. Five outputs: high 
impedance high level, high impedance mic level, low impedance 
mic level, 600 ohm balanced line, headphone* Two inputs ac¬ 
cept signals from microphone mixers, tape recorders or tuners. 
Master volume control adjusts both inputs simultaneously. UL 
and CSA listing on Model M63 only* Only ll%” x 6" x 2W f . 
3!bs., 2 oz. 

Model M63, For 120 Volts AC ± 10%, 50/60 Hz. 

Model M63-2E. For 240 Volts AC ± 10% T 50/60 Hz with 3 con¬ 
ductor cable. 

Write "Share Marketing Services " for complete specifications 
and descriptions , 


MODEL M62V 
LEVEL-LOG® 

AUDIO LEVEL 
CONTROLLER 

The Shore Model M62V Level-Loc is a fow cost, versatile audio level 
controller designed especially for paging, public address and tape 
recording applications. It reduces an overly strong input signal by 
as much as 100 times —automatically and instantly - to keep actual 
sound output at a predetermined maximum level The M62V fea¬ 
tures three variable sound controi zones (S', 12" and 18" from the 
microphone) with a variable level control that functions between 
these zones, and as an Input attenuator for signals that arc higher 
in level than microphone signals. An effective component for con¬ 
trol of excessive output volume in a variety of sound reinforcement 
and recording situations. Operates from self-contained 9-volt 
transistor-type battery, A676 battery power supply, or can be pow¬ 
ered directly from any Shore M67 or M68 Series mixer or M63 
Audio Master. 

Write "Shore Marketing Services” for complete specifications and 
technical description. 
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AC60 Attache Carrying Case- Handsome 
slimline vinyl leatherette attache case 
holds mixer, microphones, cables. x 
18%" x 11%". Fits M62V, M63, IV167, M675, 
M688or M68 Series. 

A68B Battery Power Supply- Eliminates 
need for 115 V„ A.C., hookup. Supplied less 
U20 type (30 V. r D.G.) battery. Use with 
M62V and all M68 Series, except M688, 
M68RM and M68RM-2E. 

A67B Battery Power Supply for M63, IVI67, 
M68RM, M68RM2E. or M688. May be used 
as sole power source. On the Mb7 it may 
also be used as standby during AC opera¬ 
tions providing noiseless switchover in case 
of AC failure. 

A67H Handle/Tilt Stand -Serves as a handy 
carrying handle, or provides a locking tilt 
of 20°for greater controls visibility and ease 
of operation. Fits M62V Levef-Loc, M63 
Audio Master, M67 and M68 Series Mixers. 
M675 and M688. 

A68C Output Cable Kit —Enables you to 
connect any of the circuitry products to 
the mic input of virtually any P A. system 
or amplifier. Includes cables and adapters 
for Hubbel, Amphenol MCI type and stan¬ 
dard phone plug inputs, 

A68P Phono Preamp— Converts the Auxiliary 
input channef to a magnetic or ceramic 
phonograph input. Built-in scratch filter 
has On-Off switch. Takes its power directly 
from the mixer. Use with M68 Series Mixers 
or M63 Audio Master. May be used with the 
M67 by replacing the Phono Plug with a 
Male professional three-pin audio con¬ 
nector. 

A68S Stacking Kit -Enables you to con 

veniently interconnect and stack 2 Units — 
with 2 M68‘s you get 8 microphone inputs 
and 1 Auxiliary input. With 2 kits you can 
stack three Units-say 2 M68’s and 1 M63. 
A single master volume control handles the 
entire matrix, includes brackets, intercom 
necting cable. Fits M62V, M63, M67 and 
M68 Series, and M688, 

A68SC Interconnecting Cable Only— En¬ 
ables you to interconnect mixers as above, 
but without stacking brackets. Use with 
M68 Series, M688, M63 and M67. (M688 
requires two.) 

A68L Locking Panel — Fastens over con¬ 
trols, locks in place with padlock (pro¬ 
vided). Prevents tampering. Fits all Shore 
circuitry (except M625) units. 

A68R Rack Panel Kit-Standard 19" X3 1 //' 
audio equipment rack panel for use with 
all circuitry except M625 units. Gray Harm 
mertone finish, 

A68R-AL Rack Panel Kit- Same as Model 
A68R (above), except aluminum finish. 

AS8R-BL Rack Panel Kit -Same as Model 
A68R (above), except black finish. 


Model A62R Rack Panel—Standard rack 
panel kit for up to four Voicegate units. 
Includes blank rack faces to cover unused 
slots when fewer than four units are used. 
Dark Gray/Brown finish. Also available In 
Black (A62R-BL) and Aluminum finish 
(A62R AL). 

A68M Microphone Preamplifier—Designed 
to provide a balanced line input or addi¬ 
tional microphone input channef to Shure 
audio control components. Mounts on the 
left side of the “master" component, and 
allows input selections of low impedance 
balanced microphone, high impedance 
unbalanced microphone or balanced line. 
Aux. output through shielded cable and 
phono pin plug. Use with M61Q, M63, M68 
Series and M688 Series (twin A68M units 
needed for stereo pair inputs). 


GOLD MICROPHONES 


Feature Gold finish on metal cases and grille. Specifications are identical to standard models. 


Model No. 


Specifications 
Description To Be Found On: 


Specifications 

Model No, Description To Be Found Gm 


545S Gold Unidyne IM PageS 

545 Gold Unidyne IN Page 5 

545L Gold Unidyne IM Page 5 

55S Gold Unidyne II Page 6 


555W Gold Unidyne II Page 6 

SGSGotd Unisphere I Page 7 

585SAGold Unisphere A PageS 


MICROPHONES WITH ATTACHED PLUGS ON BOTH CABLE ENDS 

Identical in specifications to standard models, but with the added feature of a special prewired plug end connector 
assembly which can be used as an MC1F, an MC1M, or a phone plug. Italicized listings have Male professional 
three-pin audio connectors designed to mate with Cannon XL series, Switchcraft A3 series or equivalent connector. 


Model No. 

Description 

Specifications 

To Be Found Otij 

Mo del No, 

Description 

specifications 

To Be Found Qnt 

548SD-CN 

Unidyne iV 

Page 4 

565SD-CN 

Unisphere I 

Page 7 

545SC 

Unidyne III 

Page 5 

585SAC 

Unisphere A 

Page 8 

545SD-GN 

Unidyne lif 

Page 5 

585SAVC 

Unisphere A 

Page 8 

545C 

Unidyne III 

Page 5 

588SAC 

Unisphere B 

Page 8 

55SWC 

Unidyne II 

Page 6 

588SB-CN 

Un isphere B 

Page 3 

58OSAC 

Unidyne A 

Page 6 

560C 

Lavalier 

Page 11 

5I5SAC 

Unidyne B 

Page 6 

533SAC 

SphenO-Dyne 

Page 10 

565C 

Unisphere 1 

Page 7 

533SAVC 

Spher-O-Dyne 

Page 10 

565SC 

Unisphere 1 

Page 7 

575SC 

Versadyne 

Page 12 


SHURE Model Number Codes 


A guide to prefix and suffix lettering for all NOTE: Please be sure to check the spech 

Shure general line microphone and c'tr- fications for each model, because there 

cuitry product model numbers shown in are some variations from this lettering 
this catalog. code. 

PREFIX 

SUFFIX 

SUFFIX CCont’d.) 

A = Accessory 

A = High Impedance 

P =■ Phone Plug 

AC = Accessory Case 

B — Low Impedance 

RM = Reverb Mixer 

0 “ Cable 

C — Attached W Phone 

S = Switch 

G — Gooseneck 

Plug 

SD = Magnetic Reed Switch 

M = Mixer 

ON = Three-pin audio con¬ 

$L = Slide-to-lock switch 

MS = Microphone Stand 

nector on both ends 
of cable. (One male, 

SW - Switch 

R = Replacement Cartridge 

one female.) 

T — Transistorized 

S = Stand 

FC = Female Connector 

G = Gooseneck 

L — Lavalier 

V — Volume Control 

WS — Windscreen 

2E — 240 volt input 



SHURE 

GUARANTEE 


Shure products are guaran¬ 
teed in normal use to lie 
free from electrical and me¬ 
chanical defects for a pe¬ 
riod of one year from the 
date of purchase. Please re¬ 
tain proof of purchase date. 
This guarantee includes all 
parts and labor. 



Specialized Microphones 


PRINTED IN U SA. 


SHURE BROTHERS INC., 222 HARTREY AVE., EVANSTON, ILLINOIS 60204, U.S.A. 
TELEPHONE: AREA CODE: 312-328-9000 


AL314H 














